^tEPARTMENT OF THE ARMY FIELD MANUAL 



ORDNANCE GENERAL AND 
DEPOT SUPPORT SERVICE 





PROPERTY Of 
lOCISTICS UBRAg 




FORT LEE, VA 2 



HEADQUARTERS, DEPARTMENT OF THE ARMY 

NOVEMBER 1959 



AGO 248'(A~Ni>r 



DEPARTMENT OF THE ARMY 



*FM 9-4 



ORDNANCE GENERAL AND DEPOT SUPPORT SERVICE 



Fuasnpha Faie 

CHAPTER 1. INTRODUCTION 1-6 2 

2. ORGANIZATION FOR GENERAL AND DEPOT SUPPORT SERVICE 

Section I. Organization 6-8 6 

II. Personnel — types, duties, and qualifications 9-18 7 

Chapter 3. MAINTENANCE 

Section I. Organization, functions, and responsibilities 14-10 12 

11. Maintenance management 20-22 15 

Chapter 4. SUPPLY 

Section I. General 23-27 18 

II. Supply management 28-30 20 

CHAPTER 6. EVACUATION 

Section L General 31-34 22 

II. Operations 35-37 24 

Chapter 6. SUPPORT OP GUIDED MISSILE SYSTEMS 38-40 28 

7. TACTICAL AND ADMINISTRATIVE OPERATIONS 

Section I. General 41,42 35 

II. Administrative operations 43-48 36 

III. Organizational inspections 49-61 37 

IV. Movement 52-61 39 

V. Security and defense 62-64 43 

VI. Rear area security and damage control 65, 66 45 

Chapter 8. COMMUNICATIONS 67-72 49 

9. TRAINING 73-78 53 

10. SAFETY 79-84 65 

APPENDIX I. REFERENCES 69 

11. ORDNANCE GENERAL AND DEPOT SUPPORT UNITS 61 

III. SAMPLE EVACUATION INSTRUCTIONS 70 

IV. SHOP RECORDS AND REPORTS -. 71 

V. PRODUCTION CONTROL 84 

VI. VARIABLE REPAIR TIME LIMITS SYSTEM 1 90 

VII. PRODUCTION LINE OPERATIONS 94 

Index 111 



* This manual Eupersedca those pnrUons of FM 9-10, 15 August 1951, wjiich deal with general and depot 
support maintenance and general and depot support supply in the field. 



AGO 24giA 



1 



CHAPTER 1 
INTRODUCTION 



1. Purpose and Scope 

This manual is a guide for ordnance person- 
nel and other individuals concerned with pro- 
viding ordnance general and depot support units 
to the Army in the field. It describes the respon- 
sibilities and functions of ordnance general and 
depot support services in a theater of opera- 
tions and presents organizational and opera- 
tional techniques for the provision and manage- 
ment of these services. Information contained 
in this manual is pertinent to the support of 
ordnance class II and IV ordnance items; i.e., 
all ordnance materiel except ammunition. 
(Hereafter, the term class II as used in this 
manual includes class IV, unless otherwise in- 
dicated.) Information peculiar to class V mate- 
riel is contained in FM 9-5 (Ordnance Am- 
munition Service). The detailed operation of 
class II and IV direct support is covered in FM 
9-3 (Ordnance Direct Support Service). The 
material contained herein is consistent with the 
basic Ordnance doctrine expressed in FM 9-1 
(Ordnance Service in the Field) and is appli- 
cable without modification to both nuclear and 
nonnuclear warfare. 

2. The Ordnance Mission 

a. Success of the Army in the field depends 
on manpower, mobility, and firepower. Ord- 
nance vehicles, weapons systems, and ammuni- 
tion provide most of the mobility and firepower. 
Complete ordnance service to the Army in the 
field consists of three primary functions : supply 
of serviceable ordnance materiel, repair of this 
materiel when it -becomes unserviceable, and 
evacuation of materiel to facilities where it can 
be repaired or reclaimed. 

b. The ordnance units which provide direct 
support supply, maintenance, and evacuation 
services cannot provide the facilities or the ex- 
tensive supply stocks needed to perform com- 



plex repairs. Therefore, the three basic ord- 
nance lunctions must be performed at more than 
one level. Experience has proved the require- 
ment for three such support levels; direct, gen- 
eral, and depot (fig. 1) . 

(1) Direct support units operate in the 
immediate vicinity of users to provide 
a combination of the supply, mainte- 
nance, and evacuation services needed 
most frequently. 

(2) General support units provide supply 
distribution facilities and assume re- 
sponsibility for that maintenance and 
evacuation which is beyond the capa- 
bility or capacity of direct support. 
Together, direct and general support 
constitute the "field" category of serv- 
ice. 

(3) Depot level activities constitute the 
"depot" category of service and pro- 
vide the theater supply stockpiles re- 
quired to insure an uninterrupted flow 
of ordnance supplies to field supply 
and maintenance facilities. Depot sup- 
port service includes the limited recon- 
ditioning (or rebuild, subject to "De- 
partment of the Army approval) of 
unserviceable ordnance materiel for 
return to supply stockpiles. 

3. Supply Support 

Depot support is the base of operations for 
ordnance supply support in the theater of opera- 
tions. Depot level activities receive supplies 
entering the theater and maintain the primary 
reservoir of stock to support the field armies. 
General support supply is the vital link be- 
tween depot supply and direct support. Small, 
semimobile, general support distribution units 
store those supplies needed for supported units 
in a limited geographical area, while depot sup- 
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port supply activities concentrate on the supply 
of bulk quantities to general support supply 
units. Thus, dispersion and distribution of 
stocks throughout the theater is facilitated. 

4. Maintenance Support 

e. General. The ordnance maintenance sys- 
tem in the theater is designed to effect prompt 
return of repaired materiel to users and to sup- 
ply facilities conveniently close to users, thus 
avoiding the need for establishing large stocks 
of replacement items in the vicinity of all using 
units. To effectively accomplish this mission, 
ordnance maintenance service must assist users 
to keep ordnance materiel in serviceable condi- 
tion and must repair all unserviceable, economi- 
cally reparable items for which a known re- 
quirement exists. These repairs should be per- 
formed at the minimum practicable distance 
from the user. Complete and efficiently per- 
formed field maintenance extends the service 
life of ordnance items and holds the demand for 
input of new items into the theater to the lowest 
possible level. Field maintenance tasks range 
from simple jobs requiring only a short time 
to complex jobs requiring many man-hours. 

b. Direct Support Maintenance. Direct sup- 
port units concentrate on simple repairs, which 
can be accomplished expeditiously, and replace 
those items which they cannot repair. This 
policy results in returning the greatest possible 
number of items to users with a minimum of 
delay. To accomplish its mission successfully, 
direct support usually limits its repairs to the 
replacement of defective components and ar- 
ranges for the evacuation of the unserviceable 
components to general support for repair, 

c. General Support Maintenance. 

(1) General support is responsible for ac- 
complishing that part of the field 
maintenance mission which cannot be 
accomplished by direct support, or 
which is so time consuming as to pre- 
clude expeditious repair at direct sup- 
port level. Normally, items repaired 
at the general support level are re- 
turned to supply channels, thus re- 
ducing the demands for new replace- 
ment items. 

(2) General support maintenance units 



have a greater capability than the 
direct support units, primarily be- 
cause they are authorized to expend 
more time on individual jobs. More- 
over, general support units may pos- 
sess certain tools and skills not found 
in direct support units. 

d. Depot Maintenance. The objective of depot 
maintenance is the replenishment of theater 
stockpiles. In most cases, this category of main- 
tenance is organized on a theater-wide basis 
under a single control agency. A distinguishing 
feature of depot maintenance is that it is nor- 
mally conducted on a production line basis. The 
maintenance work which is beyond the capa- 
bility or capacity of field maintenance flows 
through collecting points into depot mainte- 
nance facilities. Such facilities are not normally 
established until a communications zone has 
been created. Conditions must be sufficiently 
stable to make such facilities relatively free 
from attack either by ground forces or by air. 
When there is a threat of nuclear attack, the 
installations must be well concealed, and small 
enough to be unprofitable targets. 

(1) Production methods of field and depot 
maintenance usually differ. Field main- 
tenance units normally handle a vari- 
ety of jobs, performing each job on 
an individual basis as it is received. 
At depot level, the accumulation of 
quantities of like items makes it pos- 
sible and profitable for individual 
units and installations to specialize in 
one type job or a limited variety of 
jobs in order that efficient and eco- 
nomical production methods may be 
used. Dispersion of assets is achieved 
by locating unserviceable and repaired 
items at a distance from the depot 
maintenance activity. 

(2) There are some maintenance opera- 
tions which are withheld from field 
maintenance due to low frequency, 
high cost of test equipment, and exces- 
sive man-hours required. Such opera- 
tions are best consolidated at one point 
in a theater, or in depot facilities in 
the continental United States 
(CONUS). 
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5. Evocuotion Support 

Evacuation is the controlled process of collect- 
ing, classifying, and shipping unserviceable 
materiel to appropriate reclamation, mainte- 



nance, or disposal facilities. Collecting points 
are established at both general and depot sup- 
port levels to receive and process evacuated 
materiel. 
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CHAPTER 2 

ORGANIZATION FOR GENERAL AND DEPOT SUPPORT SERVICE 



■Section I. ORGANIZATION 



6. OrganizQtiongI Specialization 

There are over four hundred different types 

of United States Array troop units, each author- 
ized its own combination of ordnance end items. 
Most types of units will be found in any theater 
of operations. Inasmuch as theaters differ 
greatly in size and character, there can be no 
standard pattern for distribution of types and 
numbers of military units throu^rhout the vari- 
ous sectors of a theater. An almost infinite 
number of combinations is possible. The flexi- 
bility which ordnance service must possess in 
order to provide the types and quantities of sup- 
port required in any sector of any theater is 
provided by ordnance specialized service batta- 
lions, companies, teams, and detachments, which 
can be organized into the combinations required 
in various situations. Figure 2 shows a typical 
organization of ordnance units in a theater of 
operations. The quantities of units and their 
organization may vary widely, depending pri- 
marily on geography, quantities of equipment, 
and units to be supported. For general informa- 
tion on the mission, assignment, capabilities, 
mobility, and organization of general and depot 
support units, see appendix II. 

a. General and depot support units include 
companies, teams, and detachments. 

(1) Companies are designed to specialize 

in one of the three primary support 
functions: supply, maintenance, or 
evacuation. Within these functional 
areas, many units are further special- 
ized. As an example, the general auto- 
motive support company maintains 
only general purpose vehicles. 

(2) Teams, in most cases, duplicate com- 
pany capabilities, but on a smaller 
scale. They are used to augment com- 



panies or to operate under conditions 
which do not justify the use of a com- 
pany. Specialized detachments provide 
services not within the capabilities of 
companies. Teams and detachments 
authorized by TOE's 9-500 and 9-510 
are used for this purpose (app. II). 
They may be used in any geographical 
area of the theater, their assignment 
depending entirely on the mission to 
■be performed. 

b. Supply and maintenance units further 
specialize in the support of certaih specific com- 
modity types. 

(1) Supply. At general support level, 
small end items and repair parts are 
handled by the field supply company. 
At depot level, these items are handled 
by the supply depot company. The 
park company handles vehicles and 
artillery at both levels. 

(2) Maintenance. Maintenance units and 
the commodities in which they special- 
ize include: 

(a) General support company — special- 
izing in the maintenance of combat 
vehicles, artillery, fire control in- 
struments, and small arms. 

(b) General automotive support com- 
pany — specializing in the mainte- 
nance of general purpose vehicles. 

(c) Guided missile general support com- 
pany — specializing in the mainte- 
nance of guided missiles and missile 
systems. 

(d) Tire rebuild company — specializing 
in the maintenance of tires and 
tubes. 
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(e) Field maintenance company — spe- 
cializing in the maintenance of 
wheel vehicles and small arms. 'I'his 
company is primarily a direct sup- 
port unit, designed to furnish dii'ect 
support supply and maintenance 
service to service troops and tran- 
sients in an assigned area of the 
communications zone (COMMZ). 
However, the service platoon of the 
company contains a general support 
section which performs fourth eche- 
lon maintenance on wheel vehicles. 

c. Appropriate combinations of companies, 
augmented as necessary by TOE 9-500 and 9- 
510 units, provide complete general and depot 
support supply and maintenance service for the 
various sectors of the theater. For example, 
if a particular sector contains a large number 
of combat vehicles, the support organization 
can be designed with a preponderance of gen- 
eral support companies. In other areas where 
the density of general purpose vehicles is heavy 
and only a few combat vehicles are supported, 
the support organization can be designed so that 
general automotive support companies will pre- 
dominate. Moreover, when the density of a 
particular item in a particular sector of the 
theater is so low as to make the use of a com- 
pany-size unit unnecessary, general support 
maintenance may be provided by a team or de- 
tachment (as in the case of guided missiles). 

d. There are two units designed to perform 
the evacuation function ; the recovery and clas- 
sification company, a general support unit; and 
the collecting point company, a depot support 
unit. The recovery and classification company 
is normally assigned to a field army, while the 
collecting point company is utilized in the 
COMMZ. 

7. Battalions 

All ordnance companies are administratively 
self-sufficient. However, command, control, and 
coordination of effort are provided by attaching 
three to seven companies to a battalion head- 
quarters. Battalions may combine direct, gen- 
eral, and depot support units, or their composi- 
tion may be limited to units of one support level 
so that the mission of the battalion may be 



simplified (fig. 2) , Ordnance units may also be 
organized into direct support battalions, general 
support battalions, and depot support battalions. 

a. General Support Battalions. Under con- 
ditions where large quantities of equipment are 
supported within a limited geographical area, 
specialized general support battalions may be 
employed. Specialized battalions are organized 
to perform one of the primary support func- 
tions. Among the various types of specialized 
battalions are: 

(1) Supply battalion. This battalion is 
composed of several field supply com- 
panies and operates the depot which 
issues class II supplies to the field 
army. 

(2) Park battalion. Normally, one supply 
battalion in the field army service area 
and one in the COMMZ will include a 
park company to issue vehicles and 

artillery. 

(3) Collection and classification battalion. 
Recovery and classification companies 
and maintenance companies make up 
this battalion. It operates one or more 
collecting points to support the field 
army service area and to receive items 
evacuated from the forward collecting 
points. 

(4) Maintenance battalion. This battalion 
is composed of general support mainte- 
nance companies. It provides overflow 
support to the forward general support 
maintenance companies, supports the 
collecting points, and may be assigned 
maintenance missions of a specialized 
nature (such as for low density items) . 

Battalions organized as shown above may be 
employed either in a field army or in the 
COMMZ. 

b. Depot Support Battalions. Battalions en- 
gaged in depot operations in the COMMZ may 
be specialized in the functional categories de- 
scribed above. These battalions will include 
other units peculiar to depot operations such as 
the collecting point company and the supply 
depot company. Collecting point battalions in 
the COMMZ are composed of collecting point 
companies and maintenance companies. They 
provide depot level evacuation service for the 
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field armies and general support evacuation 
service for the COMMZ. 

8. Groups 

Complete ordnance class II service in any 
sector of a major theater usually requires sev- 
eral ordnance battalions. The ordnance officers 
of a field army, theater army, or logistical com- 
mand can exercise direct control over one or 
two such battalions. If three or more are re- 
quired, an ordnance group should be organized. 
Groups are formed by attaching three to five 
battalions to an ordnance maintenance and 
supply group headquarters. 

a. Normally, four maintenance and supply 
group headquarters are assigned to each field 
army. Each corps area will usually have a group 
headquarters. In the organization depicted in 

Section II. PERSONNEL— TYPES, 

9. Introduction 

a. The responsibilities of personnel assigned 
to a general or depot support unit are generally 
the same as those of the personnel performing 
similar functions at direct support level (FM 
9-3). Even the duties of personnel are similar 
in most respects. Variations do exist, however, 
the principal ones being : 

(1) Above direct support level, the func- 
tions of supply and maintenance sup- 
port are not performed by a single 
unit. Consequently, general and depot 
support units concentrate on one of the 
three basic ordnance functions (sup- 
ply, maintenance, or evacuation) and 
the TOE of each unit is designed to 
facilitate such specialization. More- 
over, since general and depot support 
units usually spend more time on indi- 
vidual repair jobs and have more per- 
sonnel than direct support units, the 
maintenance tasks that are undertaken 
can be more extensive and more com- 
plex. This results in more specializa- 
tion within certain fields at general 
support level. At depot maintenance 
level the degree of specialization is 
even more pronounced. 



figure 2, there are two groups (an ammunition 
group and a composite maintenance and supply 
group) in the field army service area, and a 
maintenance and supply group in each corps 
service area. When there is a lesser concentra- 
tion of ordnance units in the corps service area, 
two maintenance and supply groups may be pro- 
vided in the field army service area, with one of 
these groups providing maintenance and supply 
service to corps troops. Other organizations may 
be utilized at the discretion of the field army 
commander, based upon recommendations of 
the field army ordnance officer. 

6. In the COMMZ, ordnance groups are pro- 
vided on an "as needed" basis. These groups 
may be assigned on a geographical basis or on a 
functional basis, depending upon the number of 
units employed and the size of the zone. 

DUTIES, AND QUALIFICATIONS 

(2) Specialization is also evidenced in the 
composition of units and the titles of 
personnel as shown in the appropriate 
TOE'S. Whereas maintenance oflicers 
in direct support units are expected to 
have a working knowledge of all mate- 
riel supported, at general and depot 
support levels officers in similar capac- 
ities may specialize in guided missile, 
armament, or automotive maintenance. 
Supply officers at direct support level 
must be familiar with all phases of 
ordnance supply service, whereas i^ a 
depot supply activity, officers may be 
assigned to a single function such as 
stock control, storage, shipping, etc. 

(3) In many cases, general and depot sup- 
port units have more tools than direct 
support units. In addition, units per- 
forming depot maintenance may spe- 
cialize in one type of job or a limited 
variety of jobs, so that volume produc- 
tion can be facilitated. These factors 
increase the degree of specialization 
of these echelons and consequently 
affect the duties of personnel. 

b. When general or depot support units are 
attached to a battalion or group headquarters, 
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the headquarters furnishes command, technical, 
and operational supervision for all attached 
units. These command headquarters are staffed 
by a commander, executive officer, a number of 
staff officers whose duties are assigned by the 
commander, and sufficient enlisted specialists 
to assist the staff officers in the performance of 
their duties. 

10. Companies 

a. Maintenance Unit Personnel. 

(1) The organization of each of the various 
types of maintenance units is es.sen- 
tially the same as far as key personnel 
are concerned. All have a commander, 
a control (operations or shop) officer, 
platoon leaders in charge of the vari- 
ous functionalized platoons, and a sup- 
ply officer, who is either assigned as 
such or performs this function in ad- 
dition to his regular duties. The duties 
and responsibilities of these individ- 
uals are essentially the same as those 
listed in chapter 2, FM 9-3. 

(2) Key noncommissioned personnel in- 
clude inspectors, shop foremen, section 
chiefs, first sergeants, motor sergeants, 
supply sergeants, and mess stewards. 
They exercise direct supervision over 
the repairmen and the administrative, 
mess, and supply personnel who per- 
form the unit's functions. 

b. Supply Unit Personnel 

(1) The major elements of the field sup- 
ply, park, and supply depot companies 
are headed by officers (commissioned 
or warrant) who are responsible to the 
company commanders for the proper 
operation of the elements (platoons or 
sections) . The field supply and supply 
depot companies have an executive 
officer while the park company has a 
park officer. These officers control and 
coordinate the operations of the vari- 
ous elements of the units, and are di- 
rectly responsible to the commander. 

(2) Since the primary mission of these 
units is supply, most of the enlisted 
personnel will be supply specialists. 

c. Evacuation Unit Personnel. 

(1) The principal assistants to the com- 



mander of a recovery and classification 
company are the operations and recon- 
naissance officer, the automotive officer, 
the supply officer, and three recovery 
section leaders. 
(a) The operations and reconnaissance 
officer supervises the explosive dis- 
posal activities required to assure 
that the equipment handled by com- 
pany personnel contains no explo- 
sives. This function is performed on 
equipment in the field prior to move- 
ment and prior to acceptance on 
equipment delivered to the company. 
(6) The automotive officer supervises 
the inspection, classification, recla- 
mation, and disposal of automotive 
equipment. 

(c) The supply officer supervises the re- 
ceipt, storage, and issue of required 
mission supplies. He also supervises 
the identification, preservation, and 
shipment of serviceable items to ap- 
propriate ordnance supply units, and 
the shipment of unserviceable items 
to maintenance units, and scrap 
items to salvage points. 

(d) The recovery officer supervises the 
recovery operations and the activi- 
ties connected with the movement of 
equipment into and within the com- 
pany area, the movement of un- 
serviceable equipment to general 
support maintenance units, and the 
movement of serviceable equipment 
to supply units. 

(2) The principal assistants to the com- 
mander of a collecting point company 
are the operations officer, the chief of 

the disassembly section, the chief of 
the service section, and the storage 
officer. 

(a) The operations officer exercises 
broad supervision over the mission 
activities of the company and direct 
supervision over the record-keeping 
activities. 

(b) The disassembly section chief super- 
vises the receipt, insoection, classifi- 
cation, and disassembly of ordnance 
equipment. 
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(c) The service section chief supervises 
the activities which support the dis- 
assembly section (welding, wrecker 
operating, etc.), and the processing 
of components, assemblies, and parts 
received from the disassembly sec- 
tion. 

(d) The storage officer supervises the re- 
ceipt, storage, and issue of supplies 
required for the mission of the com- 
pany, and ships those items which 
are destined for maintenance shops 
(reparable items), supply units 
(serviceable items), and disposal 
units (irreparable material). 

(3) Personnel are needed in evacuation 
units to perform administrative, mess, 
and organizational maintenance duties 
for the unit. In addition, personnel 
are provided to accomplish the techni- 
cal mission of the unit. The latter 
includes supply specialists and super- 
visors; wrecker, truck, and recovery 
vehicle operators; welders; carpen- 
ters; crane operators; packers and 
craters; and personnel familiar with 
the maintenance of the various items 
of ordnance materiel to serve as in- 
spectors and to clean and disassemble 
materiel. 

d. Specific Qualifications of Personnel. For 
the specific number, types, and MOS'S of per- 
sonnel in general or depot support units, see the 
appropriate TOE's. The duties and qualifica- 
tions of ordnance maintenance and supply offi- 
cers, warrant officers, and enlisted personnel are 
outlined in SR's 605-105-5 and 605-105-6, and 
AR's 611-201 and 611-202. These regulations 
on career fields contain a compilation of job 
descriptions appropriate to each military occu- 
pational specialty listed in tables of organiza- 
tion. 

11. Battalion Headquarters 

a. The Headquarters and Headquarters De- 
tachment, Ordnance Maintenance and Supply 
Battalion TOE 9-76, consists of a battalion 
headquarters and a headquarters detachment. 
(1) Battalion headquarters consists of: 
(a) Battalion commander. 
(6) Executive officer. 



(c) Materiel officer. 
id) Adjutant, 
(e) Chaplain. 
(/) Missile officer, 
(fir) Operations officer. 

(h) Armament maintenance officer 
(WO). 

(i) Personnel officer (WO). 

(j) Ordnance supply officer (WO). 
(2) The materiel officer is also the bat- 
talion supply officer, The adjutant per- 
forms additional duties as intelligence 
officer and as detachment commander 
of the headquarters detachment. 
6. The headquarters detachment includes the 
enlisted personnel to assist the battalion com- 
mander and his staff in the discharge of their 
duties. 

c. All officers and warrant officers assigned 
to maintenance and supply duties in this unit 
must be technically qualified ordnance mainte- 
nance officers or ordnance general supply offi- 
cers. All noncommissioned officers assigned to 
maintenance and supply duties must be techni- 
cally qualified in the appropriate ordnance main- 
tenance career field or the ordnance segment of 
the supply career field. 

(1) The materiel officer is charged with: 
(a) Supervision of the maintenance op- 
erations in the attached ordnance 
maintenance companies and, where 
applicable, the inspection of ord- 
nance equipment in the hands of 
supported organizations. 

(&) Supervision of recovery, classifica- 
tion, and evacuation of abandoned 
ordnance materiel and captured 
enony equipment of similar types, 
and submission of recommendations 
for its utilization or disposition. 

(c) Organization and supervision of unit 
safety councils in attached ordnance 
companies. 

(d) Inspection of units to detect unsafe 
practices and hazards in mainte- 
nance operations and initiation of 
corrective action. 

(2) The materiel officer and his assistants 
supervise ordnance general supply pro- 
cedures in the battalion. Ordnance 



AGO 2484A 



9 



depot companies, when attached to 
ordnance battalions, normally operate 
their own stock control sections and 
submit replenishment requisitions di- 
rectly to the agency responsible for 
their supply. The ordnance general 
supply officer's tasks include : 

(a) Arranging for lateral supply be- 
tween maintenance companies and 
equitable distribution of ordnance 
general supplies within the ordnance , 
battalion. 

(b) Investigating all instances where 
ordnance general supplies are con- 
sumed at excessive rates, and re- 
porting infractions of supply econ- 
omy to the ordnance battalion com- 
mander. 

(c) Insuring adequate supply to sup- 
ported units and to maintain com- 
panies of the battalion. 

(d) Determining the status of supply in 
any company newly attached to, or 
to be detached from, the battalion. 

(e) Conducting liaison with the ord- ' 
nance general supply officers of 
echelons responsible for the re- 
plenishment of supplies to the ord- 
nance companies attached to the bat- 
talion. 

12. Group Heodquorters 

a. The Headquarters and Headquarters De- 
tachment, Ordnance Maintenance and Supply 
Group TOE 9-12, consists of a group head- 
quarters and a headquarters detachment. 

(1) The group headquarters consists of : 

(a) Group commander. 

(b) Executive officer. 

(c) Materiel officer. 

(d) Guided missile officer. 

(e) Maintenance officer. 
(/) Operations officer. 

(g) Ordnance supply officer. 
(k) Adjutant. 

(0 Armament officer (WO). 

(i) Fire control officer (WO) . 
(k) Food service adviser (WO). 
(I) Personnel officer (WO). 

(2) The headquarters detachment includes 



the enlisted personnel to assist the 
group commander and his staff in the 
discharge of their duties. The head- 
quarters detachment accomplishes its 
own administration. It includes a de- 
tachment headquarters section, an ad- 
ministrative section, an operations 
section, and a materiel section. 

6. The ordnance materiel officer coordinates 
and supervises ordnance maintenance and ord- 
nance general supply in the ordnance group. 
He submits recommendations on the attachment 
of ordnance maintenance and general supply 
companies to battalions, and the assignment of 
missions to battalions. 

c. The ordnance supply officer and the main- 
tenance officer function in the same manner as 
described for their counterparts in the ordnance 
battalion headquarters. With their assistants, 
they provide technical assistance to improve 
procedures in units attached to the group. 

d. The guided missile officer coordinates and 
supervises ordnance maintenance, supply, and 
evacuation functions with respect to class II 
guided missile items. 

13. Auxiliory Lobor 

a. General. 

(1) Seldom does ordnance receive adequate 
troop allocations to provide the com- 
plete service required to support the 
variety of complex weapons and ve- 
hicles found in a theater of operations. 
Normally, the shortages of units and 
personnel are more pronounced at gen- 
eral and depot support levels. When 
sufficient ordnance troops are not avail- 
able, auxiliary labor provides the 
means of increasing the ability of ord- 
nance to provide needed support. 

(2) At general and depot support level such 
labor can be used advantageously in 
stock control activities ; in the storage, 
handling, and issue of supplies; in 
packing, crating, and preservation; 
and in the performance of mainte- 
nance, especially at depot level when 
assembly-line techniques are used. 
Auxiliary labor normally cannot be 
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used to handle classified ordnance 
materiel. 

6. Types. Auxiliary labor may consist of 
enemy prisoners of war, local civilian labor, 
allied military personnel, or any combination 
thereof. Each of these types will usually be 
available in a theater of operations. The extent 
to which they are used will depend on the 
amount and type of labor available, the tactical 
situation, and the need. All personnel should be 
thoroughly screened to reduce the danger of 
subversive actions. 

c. Procurement. 

(1) Prisoner of war labor is obtained from 
military police processing camps 
through Gl. The treatment, control, 
and limitations on the use of prisoners 
of war are covered in FM 27-10, DA 
Pam 27-1, and DA Pam 690-80. In- 
formation concerning the handling of 
enemy prisoners of war is covered in 
TM 19-500. 

(2) Civilian labor is normally obtained 
locally under the direction of the Gl. 
Civil affairs detachments establish and 
supervise local labor offices which as- 
sist military forces in the procurement 
and administration of civilian labor. 

(3) Allied military labor will be made 
available through military and diplo- 
matic channels of the nations involved. 

d. Utilization. 

(1) Much of this labor will need little 
training since it will be used primarily 



to perform tasks that are simple or 
those which can be learned easily on 
the job. Information on skills of per- 
sonnel is usually available through 
local labor offices, in the case of local 
labor, and from military police proces- 
sing camps, in the case of prisoners 
of war. This information should be 
used when employing such labor in 
order to profit from their experience, 
reduce training requirements, increase 
production, and permit U.S. military 
personnel to assume their duties. 
(2) Auxiliary labor can be used advantage- 
ously in any operation, but it is par- 
ticularly adaptable to storing, han- 
dling, and preserving supplies and 
equipment. In these operations, mini- 
mum training is required. TM's 743- 
200 and 743-200-1 contain informa- 
tion on the training of personnel to be 
utilized in the storage and handling 
of materiel and its preservation, pack- 
aging, and packing. 
e. Supervision. 

(1) In employing auxiliary labor, U.S. 
military personnel must be appointed 
as supervisors. 

(2) Capable personnel of the same country, 
preferably of the same race and creed 
and, if possible, from the same com- 
munity as the foreign labor, should be 
assigned as direct supervisors. These, 
in turn, are responsible directly to U.S. 
military supervisors. 
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CHAPTER 3 
AAAINTENANCE 



Section I. ORGANIZATION, FUNCTIONS, AND RESPONSIBILITIES 



14. General 

a. The bulk of the unserviceable materiel 

received by general support maintenance units 
represents work that exceeds the capabilities or 
capacities of direct support units. This materiel 
conies from direct support units, collecting 
points, or both, depending on the mission of the 
general support unit and the evacuation policies 
of the command. The remainder consists of 
unserviceable organizational equipment that 
must be repaired, unserviceable materiel re- 
ceived from supply installations, and, in some 
cases, overflow from other general support 
maintenance units. 

b. General support maintenance units absorb 
all the work they can and evacuate the overflow 
to depot support units. In so doing, greneral 
support retains the items which can be returned 
to serviceability most expeditiously. Limits 
must be imposed on the amount of time general 
support units may expend in the repair of 
specific items. These limits vary with the chang- 
ing situation. The principles of the varisible 
repair time limits system (app. VI) may be 
applied to solve the time-per-job problem at 
general support level. 

c. Unserviceable materiel evacuated to a de- 
pot maintenance facility usually requires ex- 
tensive repairs. Since irreparable materiel 
should have been removed from the evacuation 
channel at direct or general support level, the 
bulk of the materiel evacuated for depot mainte- 
nance will be reparable. However, very often a 
decision is made at depot maintenance level not 
to repair certain items, usually because they are 
not needed in the theater or because it is cheaper, 
in terms of manpower and materia], to procure 
new ones. In some cases, particularly when re- 
placements are scarce, items are repaired even 



though repair expenditures may exceed the cost 
of new items. 

d. The variable repair time limits system 
(app. VI) explains the various factors which 
act to limit the workloads that maintenance 
units can assume. Commanders, by decree, es- 
tablish the upper time limits (mandatory evacu- 
ation time) for each unit, usually in terms of 
the number of days work authorized to be in 
a shop. There are no lower time limits (manda- 
tory retention time) for general or depot sup- 
port units. Decisions as to the retention or 
evacuation of all repair jobs falling below the 
upper limits must be made by each unit com- 
mander on a day-to-day basis. Many factors 
influence these decisions, the principal ones 
being the existing workload and the length of 
time the unit is expected to remain in position 
(e.g., a general support unit will not accept jobs 
that cannot be completed because of an impend- 
ing movement, even thouirh the man-hours re- 
quired fall within the limits established for nor- 
mal operations). 

15. Functions and Responsibilities — General 
Support Maintenance 

a. General support maintenance units in a 
theater of operations complement the efforts of 
the direct support units to provide complete field 
maintenance support. Usually the mission of a 
general support unit is established by assigning 
it the responsibility for supporting certain de- 
signated direct support units. Repair jobs that 
are beyond the capability or capacity of direct 
support units are evacuated, normally through 
a collecting point, to a general support unit. In 
addition, when the tactical situation requires 
a direct support unit to move, general support 
units may accept incomplete repair jobs from 
direct support units. 
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b. General support maintenance units, al- 
though not a part of the evacuation system (ch. 
5) , are an essential element in the process estab- 
lished for returning unserviceable, evacuated 
ordnance equipment to serviceable condition. 
Each collecting point has specific maintenance 
units assigned, as required, to perform repairs 
on evacuated materiel. When recovery and 
classification companies are not available, ord- 
nance general support maintenance companies 
may operate collecting points. 

c. General support maintenance companies 
may be assigned responsibility for — 

(1) Providing backup support by perform- 
ing maintenance which is beyond the 
capability of direct support units. 

(2) Providing overflow support by per- 
forming maintenance which is beyond 
the capacity of direct support units. 

(3) Performing limited reconditioning on 
components and assemblies and return- 
ing them to supply channels. Limited 
reconditioning restricts the extent to 
which an item may be disassembled 
and the quantity and type of replace- 
ment parts that may be utilized in the 
maintenance operation. It permits only 
that disassembly and repair parts re- 
placement necessary to return the item 
to serviceability and prohibits such 
operations as reboring engine blocks 
and grinding crankshafts. 

16. Functions and Responsibilities — Depot Sup- 
port Maintenance 

o. It is often difficult to identify depot main- 
tenance as being distinctly different from gen- 
eral support maintenance. The overall responsi- 
bility of depot maintenance is to repair or re- 
condition those items which are beyond the 
capability, and in some cases the capacity, of 
field maintenance. This greater capacity is 
largely due to the fact that more time is allowed 
for the performance of depot maintenance. 
Moreover, depot maintenance activities may find 
it possible to obtain and use more elaborate 
tools, equipment, and facilities, since depot 
maintenance installations are relatively fixed 
and normally remain in one location for long 
periods. There are certain features which serve 



to identify a maintenance operation as being 
in the depot category. 

(1) The mission is primarily one of sup- 
port of theater supply activities rather 
than lower echelon maintenance units. 

(2) The installations normally remain in 
one location for relatively long periods. 

(3) The activities are usually assigned the 
mission of performing limited recon- 
ditioning on end items, components, 
and assemblies. 

(4) Each activity normally specializes in 
the reconditioning of groups of like 
items; e.g., liquid-cooled engines, 
power-train assemblies, or artillery 
components. Items are accumulated 
until sufficient quantities of each type 
are on hand to make a production run. 
Concentration of entire stocks of like 
items in a single location should be 
avoided. 

(5) Production line methods are employed 
wherever possible (par. 20a and app. 

VII). 

(6) Depot support maintenance operations 
are generally geared to long-range re- 
quirements. When compared to the 
operations of lower echelon mainte- 
nance activities, depot maintenance 
operations are relatively less respon- 
sive to maintenance requirements of 
an emergency nature. 

6. Not all the above characteristics will 
always be found in each depot maintenance ac- 
tivity. Moreover, these installations are not 
necessarily large and vulnerable. The activities 
may be relatively small, well dispersed, and con- 
cealed, and more than one may work on the 
same type of materiel. 

c. When authorized by the Department of 
the Army, depot maintenance may perform re- 
build operations wherein materiel is returned 
to "like new" condition. This may involve ex- 
tensive reworking of major components to 
bring them within acceptable tolerances. 

17. Organizational Structure 

a. All general support maintenance com- 
panies are organized along certain functional 
lines. With the exception of the ordnance tire 
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rebuild company, all general support mainte- 
nance companies have four basic functional ele- 
ments: inspection, repair, supply, and service 
(fig. 3) . The ordnance tire rebuild company has 

no service element. 

6. Within the general support company, the 
production control facility functions as an in- 
strument of the commander in the coordination 
of all maintenance operations and in the control 
of those activities whose function is to support 
maintenance operations ; i.e., the supply section, 
the service section, and the inspection section. 
Although the agency established to exercise 
production control responsibility may direct the 
activities of company inspection personnel in 
routine operations, it does so in behalf of the 
commander. Production control personnel must 
not be allowed to influence inspectors' decisions 
on final inspections. Similarly, the service and 
supply platoon functions under the direct con- 
trol of the platoon commander. Nevertheless, 
platoon activities are based on the priorities and 
policies established by the production control 
element in execution of the commander's direc- 
tives. The establishment of the inspection func- 
tion as an activity responsible only to the com- 
mander or his representative implements the 
principle which advocates that the inspecting 
agency be organizationally independent of the 
repair sections whose product is subject to in- 
spection. The inspection process discussed 
above is distinct from whatever inspection pro- 
cedures are established within the repair sec- 
tions by shop supervisors as a safeguard against 
mechanics' errors or omissions. 

c. There is no fixed organizational pattern for 
providing depot support maintenance. The 
structure of each organization will depend on 



the mission, the units required, and the units 
or auxiliary labor available. 

(1) Depot support maintenance activities 
may be operated by — 

(a) One or more general support main- 
tenance companies. 

(6) One or more general support main- 
tenance companies augmented by 
auxiliary labor. 

(c) Table of distribution organizations. 

(2) A depot activity may be organized as 

follows : 

(a) Several units may be used, each 
being assigned the responsibility for 
certain commodities. Under these 
conditions, each unit conducts in- 
dependent operations. This type 
operation permits the units to dis- 
perse without losing effectiveness. 

(b) Several units may be used wherein 
like sections of each unit are con- 
solidated into commodity shops 
(small arms, wheel vehicles, etc.). 
This type organization loses effec- 
tiveness when dispersed because of 
the increased difficulty of retaining 
administrative control. Moreover, 
housing and messing are parti- 
cularly difficult. 

(c) An organization may be designed 
using military and native personnel 
authorized by a table of di.stribution. 
Key supervisory positions will be 
filled by military personnel. 

(d) One general support company may 
be used, augmented by local person- 
nel, cellular units, or both. 

18. Technical Supply 

a. Each general support maintenance unit 
and depot maintenance organization has an or- 
ganic technical supply section. This section is 
responsible for requesting, receiving, storing, 
and issuing the repair parts and shop supplies 
required by the maintenance shops. 

6. The only external supply mission that the 

general support maintenance unit may normally 
be assigned is the storage and issue of end items 
of the commodity groups supported by the unit. 
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These end items are part of the stock assets of 
the command and will be issued only through 
direct support units as authorized by the central 
agency established to control end items. These 
issues will be controlled by the commander 
through his ordnance officer or by an agency 
which the ordnance officer designates. 

c. Depot maintenance units have no external 
supply mission. All materiel repaired in depots 
is returned to supply channels. 

d. Supply operations of general and depot 
support maintenance activities will be governed 
by AR 711-16. 



19. Technical Assistance 

Ordnance general support maintenance units 
are responsible for providing technical assist- 
ance to other ordnance maintenance units. Such 
assistance may be provided to direct support 
units when the level of skill in the general sup- 
port unit is higher than that of the direct sup- 
port unit. This assistance may be necessary to 
provide instruction on the maintenance of new 
equipment entering the theater. A general sup- 
port unit may also provide technical assistance 
to another general support unit. All requests 
for technical assistance will be made through 
technical channels. 



Section II. MAINTENANCE MANAGEMENT 



20. Production Methods 

Ordnance maintenance activities are usually 
organized into a number of production shops, 
each shop performing maintenance on like com- 
modities; i.e., small arms, artillery, automotive, 
missile ground guidance equipment, and missile 
handling equipment. The three production 
methods normally employed by maintenance 
shops are production line, job shop, or bench 
shop. The choice of method will be dictated by 
the type of materiel to be repaired, and the per- 
sonnel, facilities, and time available. Circum- 
stances may make it expedient to use more than 
one of the methods within a single shop, a very 
significant factor being the quantity of each 
type of materiel to be repaired. 

a. Production Line. The production-line 
method may be used when a large volume of 
items must be reconditioned and the procedure 
can be broken down into a series of independant 
operations. The production line consists of a 
series of work stations through which each item 
is passed, with certain operations being per- 
formed at each station. In this type operation, 
workers of limited capabilities may be trained 
to skillfully perform a specific job at a parti- 
cular station. Parts requirements are computed 
for a production run on the basis of inspection 
or by a known mortality rate. Production lines 
should be used whenever possible, as they are 
the fastest and most efficient type of operation. 
Production lines will be most frequently used in 
repairing small arms, automotive components. 



and tires, and in machine shop manufacturing 
operations. 

h. Job Shop. The job shop production method 
is used when a variety of jobs is performed in 
the shop or when the items are extremely diffi- 
cult to move. The equipment to be repaired is 
placed in bays and the work is done by an as- 
signed crew of repairmen. Assemblies may be 
removed from an item and sent from the job 
shop to other shops (such as the fuel and elec- 
trical shop) for necessary work. General sup- 
port artillery and vehicle maintenance shops are 
usually operated as job shops. Parts require- 
ments are determined for each job and are ob- 
tained before work is initiated. The job shop 
method is sometimes referred to as the "bay" 
type method of shop operation. 

c. Bench Shops. Bench shops may be used 
when the repair of small items requires a high 
degree of technical skill. In this method, the 
item is repaired by a worker at a bench. Be- 
cause of the relatively small volume of work 
done and the limited variety of items to be 
repaired, it is usually advisable to maintain 
a stock of parts in the section, the quantity 
being determined by experience. Bench shops 
are used for the repair of fuel and electrical 
assemblies and fire control instruments. 

21. Production Control 

a. General. Production control is the applica- 
tion of common sense, good judgment, and 
prompt remedial action, coupled with the neces- 
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sary management txwls, to direct and control the 
flow of work in a manner that results in a 
maximum output of quality work. Its objective 
is to make maximum utilization of men, mate- 
rials, and facilities to prevent bottlenecks from 
developing: in maintenance shops and to assure 
that shops are working at or near maximum 
capacity. The operation of production control 
will vary among ordnance units, the variations 
being caused by the mission, personnel available, 
and the type and density of equipment sup - 
ported. In general, production control will be 
accomplished according to the procedures out- 
lined in appendixes V and VI. Production con- 
trol is the responsibility of the production con- 
trol office. 

6. Production Control Office. 

(1) The production control office opera::BS 
under the supervision of the shop offi- 
cer (control officer or operations offi- 
cer) who is directly responsible to the 
unit commander. The shop officer is 
assisted by the operations NCO in the 
planning, records control, and record 
filing activities of the control office. 
The control office is staffed with the 
clerks necessary to assure efficient 
operation. 

(2) The functions of the control office in- 
clude: 

(a) Supervising all shop activities. 
(6) Coordinating the activities of the 

shop with the inspection and supjily 

sections. 

(c) Establishing job priorities in accord- 
ance with existing directives. 

(tZ) Interpreting and implementing tech- 
nical directives or specifications re- 
ceived from higher headquarters and 
technical channels. 

(e) Analyzing job productivity and im- 
proving shop layout, repair techni- 
ques, and procedures to promote 
maximum productivity while maiu- 
taining quality standards. 

(/) Devising methods for and accumula- 
ting data for statistical, recurring, 
and special reports pertaining to 
maintenance activities, and eliminat- 
ing unnecessary intershop reports. 

(g) Establishing and maintaining rec- 



ords of all shop operations (app. 
IV). 

(A) Insuring that shop supervisors un- 
derstand the methods of routing both 
work and administrative forms. 

(t) Insuring the accomplishment of 
maintenance on shop equipment and 
facilities. 

22. Quality Control 

a. General. Inspection of materiel constitutes 
one of the most important aspects of the ord- 
nance maintenance function. The inspection 
section provides the means by which the com- 
mander controls the quality of the work done 
in his shops. Therefore, the inspectors should 
be responsible only to the commander, alttiough 
for operational convenience, routine supervision 
of company inspectors is exercised by the pro- 
duction control officer. The personnel selected 
for the inspection section should be highly 
skilled repairmen. They must be able to diag- 
nose deficiencies in a piece of equipment, pre- 
scribe necessary repairs, and accurately deter- 
mine the adequacy of the repairs performed on 
equipment coming out of the shops. 

6, Inspection Section. 

(1) Personnel. The inspection section per- 
sonnel authorized by TOE may be aug- 
mented, if necessary, by capable re- 
pairmen from other shop sections. 
Each shop section should furnish in- 
spectors, when required, who can be 
relied on to make accurate and com- 
plete diagnoses. In small repair sec- 
tions that are not authorized an in- 
spector by TOE, the section chief will 
normally be the inspector for the com- 
modities repaired by that section. The 
composition of the inspection section 
is dependent on the particular situa- 
tion and conditions under which it 
must operate. Inspecting personnel 
are also used to perform command 
maintenance inspections as directed 
by higher headquarters (AR 750-8). 

(2) Functions, The inspection section 
will— 

(a) Perform initial and final (technical) 
inspections of all ordnance equip- 
ment entering and leaving the main- 
tenance shops. 
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(6) Indicate, on each job order, the work 
required and the estimated time re- 
quired for repair. 

(c) Determine parts requirements as a 
result of the initial inspections, and 
assist shop personnel in determining 
any additional parts required after 
repairs are underway. 

(d) Perform acceptance inspections on 
end items being received by the sup- 
ply section. This is usually limited 
to an inspection for missing parts 
and evidence of abuse. 

(e) Perform in-process inspections as 
directed by the commander to assure 
that work is being performed prop- 
erly and to identify areas in which 
operations can be improved. 

(8) Types of inspections. 
(o) Initial. 

1. Materiel received in ordnance shops 
must be thoroughly inspected to 
determine whether each particular 
piece of equipment is reparable at 
that level or whether it must be 
further evacuated or salvaged. If 
an item is to be repaired, all essen- 
tial repairs are specified on the job 
order by the inspector. The inspec- 
tor decides whether defective com- 
ponents or assemblies will be re- 
placed or repaired. The factors af- 
fecting this determination are the 
time and equipment necessary for 
each operation, and the availability 
of repair parts. 

2. Inspectors must be alert to the sup- 
ply situation and base their decisions 
upon the availability of repair parts. 
The shop officer may change the in- 
spector's decisions to repair rather 
than replace components in assem- 
blies, or vice versa, when it becomes 
apparent that such a change will ex- 
pedite the repair of an item without 
lowering the quality of the product. 
In ordering parts for a job, it is 
better that the inspector overesti- 
mate the parts needed, rather than 
to underestimate and have repairs 
delayed for a lack of parts while the 
job is in process. Even with the use 



of the most proficient inspectors, 
there will be instances when the re- 
quirement for some parts will not be 
known until repairs are in progress. 
Overordering should be controlled, 
however, to avoid not only the un- 
justified replacement of serviceable 
parts, but also the loss of effort in- 
curred in the returning of unre- 
quired parts to company supply 
stocks and the returning of excess 
stocks to supply units. 

(6) In-process. Emphasizing in-process 
inspections will significantly reduce 
the number of rejections by the final 
inspectors. It is often easier to de- 
tect deficiencies while the repair of 
equipment is in progress than to find 
them after the work has been com- 
pleted. Often, when equipment is 
dismantled, deficiencies can be noted 
which may not be detected at any 
other time. Shop foremen and sec- 
tion chiefs are charged with the pri- 
mary responsibility for performing 
in-process inspections, but they may 
be assisted by personnel of the com- 
pany inspection section. A high per- 
centage of final inspection rejections 
indicates the need for improving in- 
process inspections. 

(c) Final. Every piece of ordnance mate, 
riel must be inspected prior to its 
release from an ordnance mainte- 
nance shop. The final inspection is 
the commander's means of control- 
ling the quality of the work. It is 
not the duty of the inspectors to 
make repairs or adjustments to 
equipment during the final inspec- 
tion. Defective equipment should be 
returned to the responsible shop for 
correction of any deficiencies. The 
final inspection will consist of a com- 
plete technical inspection, with em- 
phasis on the work performed by 
the shop. Whenever possible, the 
initial and final inspections of any 
particular piece of equipment should 
be performed by different inspec- 
tors. Appendix IV lists forms used 
in these inspections. 
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CHAPTER 4 
SUPPLY 



Section I. GENERAL 



23. Introduction 

a. General. The ordnance supply system in a 
theater of operations is composed of three ele- 
ments: direct, general, and depot support sup- 
ply. At direct support level the functions of 
supply are combined with maintenance. Direct 
support supply operations are covered in FM 
9-3. General and depot support supply opera- 
tions exist to provide the reservoir of clas.s II 
items needed to insure the continuous flow of 
ordnance equipment, repair parts, and supplies 
required by using units and ordnance mainte- 
nance units. Units and activities performing 
these supply operations have no maintenance 
mission other than a limited amount of in- 
storage maintenance on supplies stocked and 
organizational maintenance on unit equipment. 

b. Objectives. The ordnance supply system 
has been established to — 

(1) Insure a steady flow of fast-moving 
components, assemblies, parts, and 
operating supplies to all echelons of 
maintenance in the theater. 

(2) Assure the delivery of these supplies 
to locations convenient to the users. 

(3) Replace unserviceable end items* 
promptly by like serviceable items 
when repairs may be unduly delayed. 

(4) Provide a system for transmitting the 
consumer's requirements for supplies 
to the particular activity which is able 
to satisfy the demands. 

(5) Disperse stocks throughout the thea- 
ter. 

(6) Store frequently required items as 
close as practicable to the sources of 
demand. 

24. Organization for General Support Supply 
a. Ordnance general support supply activities 



are operated by field supply companies and park 
companies. The field supply companies carry 
the stocks of repair parts and end items (less 
vehicles and artillery) required by using units 
and ordnance maintenance units. The park com- 
panies receive, store, and issue wheel and track 
vehicles and artillery. Both types of units carry 
stocks which are tailored to meet the demands 
generated by the particular types and quantities 
of equipment located within a geographical area 
of responsibility. Both units are semimobile 
and are able to relocate periodically to support 
the ordnance maintenance units in a fluid situa- 
tion. The stocks carried are designed to sat- 
isfy daily requirements and to provide for fluc- 
tuations in demands and deliveries. Stock levels 
are established by competent authority and are 
quoted in terms of numbers of "days of supply." 
A "day of supply" is the estimated quantity of 
supplies required for one day's operation and 
is the basis for stockage objectives under the 
Army Field Stock Control System. The stock in 
these units constitutes a portion of the theater 
reserve of ordnance class II and IV stockSi 

b. Field supply companies and park com- 
panies operate in both the COMMZ and the com- 
bat zone. They can perform a general support 
supply mission in either location. Those in the 
COMMZ operate under the technical supervision 
of the theater army logistical command ord- 
nance officer; those in the combat zone under 
the technical control of a field army ordnance 
officer. They are normally incorporated into 
battalions which may consist entirely of supply 
units or which may also contain maintenance 
units. The composition of each battalion will 
be determined primarily by the quantity of 
equipment to be supported and the nature of 
the geographical area in which the equipment 
is located. 
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(1) The capability of the ordnance field 
supply company is limited to receiving, 
storing, and issuing supplies, and 
maintaining the records necessary to 
insure prompt restocking of items and 
accurate accounting for stocks on hand. 
The company is designed to operate 
independently, but is flexible enough 
to become an element of a larger sup- 
ply organization such as a consolidated 
ordnance supply depot. 

(2) The ordnance park company is de- 
signed to operate without fixed facili- 
ties, but it must have good hardstand 
on which to store its stock of vehicles 
and artillery. Its capabilities include 
the means of receiving, storing, and 
issuing vehicles and artillery, and 
maintaining necessary stock records. 
The company can operate independ- 
ently, but it is normally incorporated 
into a battalion which also contains 
maintenance units to provide neces- 
sary maintenance support and to pre- 
pare the equipment for issue. Park 
companies are usually located in field 
army service areas and in the COMMZ. 

25. Organization for Depot Support Supply 

Depot support supply activitives are operated 
by ordnance supply depot companies, ordnance 
park companies, and, on occasion, by ordnance 
field supply companies. The companies are de- 
signed to operate independently. However, when 
two or more companies are used to operate a 
depot, the operations of the companies are con- 
trolled by a depot headquarters. Under these 
circumstances, the companies ship materiel on 
orders from the depot control office and have 
little Or no control over the types or quantities 
of items they stock. 

a. The ordnance supply depot company is de- 
signed to operate in relatively fixed locations. 
Its organization and equipment is such that it 
operates most efficiently when handling large 
quantities of bulk supplies. It will normally per- 
form only a depot support mission, but it is 
capable of performing a general support mission 
when the situation warrants. 

b. The ordnance field supply company, when 
assigned a depot supply mission, will operate 



in a manner similar to a depot company. When 
so employed, the company should be issued 
materials handling equipment to increase its 
capacity. 

c. The ordnance park company operates in 
much the same manner, whether in a general 
or depot support role. Usually the park com- 
pany, when performing a depot mission, is in- 
corporated into a battalion containing supply 
companies. Because it is quite probable that 
several park companies will be utilized in the 
COMMZ, park companies may be commodity 
loaded, security permitting. 

d. The ordnance stock control detachment is 
used to operate a theater stock control or cen- 
tral inventory control point. 

26. Demands and Requirements 

a. The ordnance class II supply system is 
built on a foundation of demands. Demands are 
requests for supplies made by consumers ( using 
units and ordnance maintenance shops) and are 
submitted at the points where materiel leaves 
ordnance supply channels. Each demand creates 
a requirement which must be satisfied by the 
supply system. 

b. The individual demand may be satisfied 
at any level of supply by the issue of the item. 
In satisfying the demand from stock or accept- 
ing a demand for an item not in stock, the 
supplying agency creates a need for an item 
which will appear to its suppling agency as a 
requirement. Therefore, the requirement for 
the item still exists. This requirement can be 
satisfied only by introducing into supply chan- 
nels a new or replacement item or the repair 
parts necessary to repair an unserviceable item. 
Direct support companies consolidate their in- 
ternally generated demands with those received 
from using units. These totals then become di- 
rect support requirements and are transmitted 
to general support supply units. Demands also 
originate in general and depot support mainte- 
nance units and are transmitted to supply units. 
The total requirements received by the general 
support supply units, when consolidated with 
depot requirements generated by changes in 
the depot stockage authorization, constitute the 
total theater requirements which are forwarded 
to the theater central inventory control point. 
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This agency will take action to satisfy the re- 
quirements by obtaining materiel from CONUS 
or through local procurement. (AR 725-950 
covers local purchase of ordnance expendable 
items. SR 715-110-50 establishes procedures 
governing local purchase of supplies and mate- 
rial for which the Ordnance Corps is assigned 
logistical responsibility. The methods of pur- 
chase are prescribed in Armed Forces Procure- 
ment Regulations, Army Procurement Proce- 
dures, and Ordnance Procurement Instruc- 
tions.) 

27. Flow of Supplies 

The channels utilized for the flow of class II 
supplies are determined by requirements and 
the nature of the items. 

a. Supplies for the replenishment of author- 
ized stocks travel by normal transportation 
means from CONUS through theater terminals 



to base depots near the terminals. From these 
depots, supplies flow to general support supply 
units, either directly or through distributiori 
depots in forward areas. From these general 
support supply units the supplies flow to general 
support maintenance units and direct support 
units. Supplies may flow directly from a base or 
distribution depot to maintenance units if the 
depot has a general support supply mission. 

b. Supplies of stockage items for which a 
demand exists, but which are out of stock, will 
be shipped from the nearest supply agency 
which has the items in stock directly to the 
requesting ordnance unit by most expeditious 
means. 

c. Fringe items (par. 28c) will be shipped 
from the next higher level supply activity au- 
thorized to stock the items directly to the re- 
questing ordnance unit. Shipment will be made 
by the fastest transportation available. 



Section II. SUPPLY MANAGEMENT 



28. Authorized Stockage 

o. Authorized items which meet demand cri- 
teria are placed on stockage lists (AR 711-16). 
Items for which an anticipated requirement 
exists are placed on stockage lists as standby 
items. Stockage lists contain items authorized 
to be stocked at supply agencies. 

b. The stockage list at each agency is based 
on a consolidation of requirements from sup- 
ported ordnance class II supply units, and con- 
sequently is normally larger than the lists of 
any of the supported ordnance units. This fol- 
lows the principle of "fast-moving items for- 
ward and slow-moving items to the rear." When 
the number of demands for an item meets es- 
tablished criteria, the item is added to the list; 
when the demand falls below an established 
point, the item is removed from the ILst. In all 
cases, an item that is authorized for stockage 
at a supply agency must be on the stockage lists 
of all supporting agencies higher in the supply 
channel. 

c. An item which is authorized for issue by 
a Department of the Army supply publication 
but which does not qualify for stockage at a 
particular supply agency is a "fringe" item at 



that agency. It may be requested when needed 
for immediate use. 

29. Stock Control 

Effective operation of the ordnance supply 
system requires close and continuous control of 
supply transactions at all levels of supply. AR 
711-16 (Installation Stock Control and Supply 
Procedures) contains the basic stock control 
policies and accounting procedures for supplies 
in a theater of operations. The objective of the 
system is to assure an adequate amount of sup- 
plies at the proper places and at the proper time, 
without overstocking at any point of supply. 

a. Field Army. In each field army, stocks in 
general support supply units are controlled by 
a central stock control agency. Ordnance stocks 
are under the control of the field army ordnance 
officer. Requests for supplies from direct sup- 
port units and general support maintenance 
units are transmitted to the central stock con- 
trol agency. Electronic data transmission sys- 
tems are utilized to the maximum practicable 
degree. In the event the electronic system fails, 
requests will be transmitted by the next fastest 
means. The central stock control agency sat- 
isfies the requests by — 
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(1) Directing shipment from the field sup- 
ply company located closest to the re- 
quester. 

(2) Transmitting requests to the COMMZ 
control agency (central inventory con- 
trol point) for those items which are 
not in field army stocks. 

The field army central stock control agency 
makes additions to and deletions from the stock- 
age lists of each ordnance unit assigned to the 
field army. 

b. Communications Zone, 

(1) In the COMMZ, control of stocks in all 
general and depot supply units is 
vested in a central control agency 
which is under the operational control 
of the theater army logistical com- 
mand ordnance officer. (The establish- 
ment, organization, and operations of 
logistical commands is covered in FM 
100-10.) This control agency is usually 
established as a theater central inven- 
tory control point (AR 700-5 and FM 
54-1). 

(2) A theater central inventory control 
point performs stock control functions 
and maintains records on regulated 
items. The theater central inventory 
control point controls the flow of 
stocks within the COMMZ and into 
the field army areas. Requests origi- 
nating in field armies and the COMMZ 
general and depot support mainte- 
nance units and direct support units 
are transmitted to the theater central 
inventory control point. This agency 
directs shipments from COMMZ sup- 



ply installations to fill requests, or 
transmits the requirements for items 
which are not in theater stocks to 
CONUS. The theater central inven- 
tory control point makes additions to 
and deletions from authorized stock- 
age lists of the field armies and all 
supply and maintenance units in the 
COMMZ. 

(3) Duplicate records should be main- 
tained in separate locations to insure 
continuity of operations in the event 
of destruction of the central inventory 
control point. 

30. Control of Supplies 

Many items in the supply system, because of 
their value, size, and essentiality to combat suc- 
cess, or because they are in short supply, cannot 
be distributed on an "as requested" basis. These 
items are subject to special control, which is a 
command function, and are called regulated 
items. Regardless of where the regulated items 
are located in the system, no issue may be made 
without approval by the appropriate com- 
mander. The items are subject to normal stock 
control which maintains records of quantities 
and locations. Accurate stock control is essen- 
tial to efficient control of supplies. Current lists 
of regulated items must be distributed to all 
ordnance maintenance and supply agencies. The 
list of regulated items must be reviewed fre- 
quently so that only those items which must be 
regulated remain on the list. Normally, com- 
manders delegate the control of most of the 
regulated items to the ordnance officers on their 
staffs. 
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CHAPTER 5 
EVACUATION 



Section i. GENERAL 



31. Purpose 

Most of the ordnance class II items in a thea- 
ter will eventually be evacuated to a collecting 
point maintenance unit in a rear area where 
a high percentage can be either repaired or re- 
claimed. This operation is an important means 
of replenishing theater stock and is the primary 
source of slow-moving parts. The location of 
collecting points is an important factor in 
the operation of an evacuation system. They 
should be located to take full advantage of road 
and railroad nets. 

32. Responsibility 

Each commander is responsible for evacuat- 
ing unserviceable ordnance materiel to a desig- 
nated ordnance unit as expeditiously as possible. 
Evacuation policies are established by each 
major command. Ordnance commanders must 
insure that sufficient qualified technicians; par- 
ticularly competent inspectors, are assigned to 
the evacuation function. The Transportation 
Corps is responsible for transporting unservice- 
able materiel within ordnance evacuation chan- 
nels. 

33. Controls 

The flow of unserviceable materiel must be 
controlled from the time it enters evacuation 
channels until final disposition is accomplished. 
Because of the importance of the evacuation 
system to theater supply, and because the mate- 
riel flows between major commands, the theater 
ordnance officer must actively control the ord- 
nance evacuation operation. To do this he es- 
tablishes the theater evacuation policies. Sub- 
ordinate ordnance commanders establish de- 
tailed standards and procedures, based on 
theater policies, so that each organization that 
is responsible for processing unserviceable mate- 



riel is furnished definite condition standards and 
disposition instructions. The success of the 
evacuation system depends largely on the in- 
structions supplied to the maintenance com- 
panies and collecting points by ordnance com- 
manders (app. III). These instructions must 
be complete, timely, and based on the principle 
that all unnecessary handling be eliminated. If 
proper evacuation instructions have been issued 
by higher headquarters, the type and condition 
classification of each item will determine its 
destination. 

34. Collecting Points 

o. Ordnance collecting points are facilities to 
which U. S. and foreign ordnance materiel is 
evacuated for repair, reclamation, or further 
evacuation. Ordnance collecting points are lo- 
cated where required in corps and field army 
service areas and -in the COMMZ. 

b. An ordnance collecting point performs the 
following functions : 

(1) Receives, inspects, classifies, and segre- 
gates unserviceable and abandoned 
U. S. and foreign class II materiel. 

(2) Preserves and packages, as necessary 
to preclude further damage to evacu- 
ated materiel during shipment. 

(3) Sends reparable items to designated 
maintenance units for repair. 

(4) Ships to appropriate shipping termi- 
nals, those items designated for evacu- 
ation to CONUS. 

(5) Evacuate foreign materiel as directed 
by technical intelligence. 

(6) Reclaims serviceable and reparable 
components from uneconomically re- 
parable end items as required or 
directed. 
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Figure i. Ordnanes evacuation flow, r.laas II and IV (lets guided miaailea). 



(7) Returns serviceable ordnance items to 
supply channels. 

(8) Disposes of the residue of unservice- 
able materiel to a quartermaster sal- 
vage and disposal point, or as other- 
wise directed. 

c. General support is the lowest level at which 
units are assigned the evacuation function as a 
primary mission. The ordnance recovery and 
classification company is specifically designed 
to operate an ordnance collecting point in the 
field army service area. The ordnance collecting 
point company performs this function in the 
communications zone. One or more maintenance 
units are usually assigned the mission of pro- 
viding maintenance support to the collecting 
point. When recovery and classification com- 
panies or collecting point companies are not 
available or when the workload does not war- 
rant their use, general support maintenance 
units may operate collecting points. 



d. Class II items of guided missile weapons 
systems are handled in two separate evacuation 
channels. Those items of a conventional auto- 
motive or mechanical nature are evacuated 
through normal evacuation channels as shown 
in figure 4. The other items are evacuated 
through guided missile class II maintenance 
channels. Guided missile direct support units 
will evacuate these unserviceable class II items 
to guided missile general support maintenance 
companies, which may further evacuate the 
items to other guided missile general support 
maintenance companies or to a guided missile 
maintenance depot in the theater of operations 
or zone of interior. In a theater, guided missile 
maintenance depots are operated by guided 
missile general support units which may be 
augmented by civilian labor, security considera- 
tions permitting. 
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Section II. OPERATIONS 



35. Evacuation Procedures 

The evacuation process starts with the receipt 
of unserviceable, abandoned, or captured ord- 
nance materiel by ordnance direct support units. 
The unit possessing the materiel is responsible 
for delivering it to ordnance direct support. 
Evacuation of foreign ordnance materiel will 
be as directed by technical intelligence instruc- 
tions. U. S. materiel is inspected by the direct 
support unit and, on the basis of the inspection, 
is classified for repair at direct support level 
or evacuation. Irreparable items having no 
reclamation value may be disposed of by the 
direct support units. Items not repaired at 
direct support are evacuated to general support 
in accordance with established evacuation pro- 
cedures. General support evacuation operations 
may be either centralized or decentralized, or 
may -be operated as a combination of the t'wo 
systems. In any system, certain general pro- 
cedures will be followed. Evacuated materiel 
received by general support will be inspected 
and classified for repair, reclamation, or further 
evacuation. All decisions to repair, reclaim, or 
evacuate will be guided by lists of needed items 
prepared by supply activities, and by other dis- 
position instructions furnished by higher head- 
quarters. 

a. Repair. Materiel classified for repair will 
be repaired by a general support maintenance 
activity. The serviceable materiel produced by 
these maintenance activities will be returned to 
supply channels. 

b. Reclamation. Materiel classified for recla- 
mation is dismantled as necessary. Needed serv- 
iceable parts are returned to supply channels. 
Reparable parts that are needed by supply are 
handled as stated above and the remainder is 
disposed of through quartermaster salvage and 
disposal points. 

c. Evacuation, Items classified for further 
evacuation are packed, crated, or preserved only 
to the extent necessary to protect them against 
further damage during transit. Packing and 
preserving capabilities of general support units 
will vary, depending upon the availability of 
packing materials. Packing materials received 
with serviceable supplies are the best source 
of packing for unserviceable items, and command 



supervision is necessary to prevent these mate- 
rials from being diverted to other uses. Items 
to be evacuated are shipped from a collecting 
point, by Transportation Corps facilities, to the 
destinations indicated by the evacuation in- 
structions published by the command. 

d. Inspection. Whenever unserviceable U. S. 
materiel is evacuated from one ordnance unit 
or support level to another, the technical in- 
spection report must accompany each end item. 
The losing unit is responsible for furnishing such 
technical inspection reports to the gaining ord- 
nance organization. When equipment is re- 
ceived without such reports, the gaining unit 
should not delay the evacuation of the item 
longer than necessary to complete the technical 
inspection. In cases of the repeated failure of 
units to forward technical inspection reports 
with evacuated equipment, such remissness 
should be corrected through liaison with the of- 
fending organization, or by official report, when 
necessary. Although inspection reports should, 
in general, be as complete as possible, limited 
technical inspections may be permitted, subject 
to local ordnance command policy, in the case 
of equipment meeting certain unserviceability 
criteria. The purpose of such an arrangement 
is to relieve a unit of an unnecessary inspection 
workload when it is apparent that the damaged 
end item cannot be restored to service, or when 
the nature of damage will necessitate an in- 
spection at a higher maintenance echelon. In 
all cases, however, the technical inspection will 
be sufficiently detailed to facilitate appropria'te 
evacuation action on the affected end item. 

36. Evacuation Systems Utilized in the Combat 
Zone 

The evacuation system developed for a par- 
ticular situation will be influenced by many 
considerations. It is quite probable that neither 
a purely centralized nor a purely decentralized 
operation will be completely satisfactory under 
any given set of conditions. The two types of 
operations are discussed separately, however, 
so that the principal advantages of each can 
be delineated and a system devised which will 
be most suitable for each situation. 

a. Centralized Operations. The collecting 
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point is the key to the centralized operations 
system. Within specified geographical areas, 
each collecting point controls and directs the 
movement of all evacuated materiel received 
from direct support. Normally, the collecting 
points in field armies are operated by recovery 
and classification companies. All general sup- 
port maintenance units within each area are 
assigned the mission of supporting a collecting 
point. Evacuated materiel received at a collect- 
ing point from direct support units is inspected 
and classified for repair, reclamation, or further 
evacuation. Materiel to be repaired is sent to 
the maintenance companies on job orders. When 
the work is completed, the items are returned 
to supply channels as directed by the collecting 
point. When authorized by the field army com- 
manders, serviceable end items may be re- 
tained by the collecting point to serve as main- 
tenance exchange stock. All serviceable repair 
parts and those serviceable end items not re- 
quired for maintenance exchange stock are re- 
turned to supply channels. Materiel to be re- 
claimed is dismantled at the collecting point. 
The needed reparable parts are sent to the main- 
tenance companies, as described above; serv- 
iceable items are placed in supply channels ; and 
irreparable parts and those reparable parts 
which are not need«d are disposed of through 
a quartermaster salvage and disposal point. 
Items classified for further evacuation are pre- 
served and packed by the collecting point and 
shipped directly to their final destinations in 
accordance with published evacuation instruc- 
tions. 

6. Advantages of Centralized Operations. 

(1) All records of serviceable and unserv- 
iceable items are maintained at a cen- 
tral location. 

(2) Uniform serviceability standards can 
be more easily enforced. 

(3) Workloads among maintenance units 
can be balanced. 

(4) Maintenance units may be commodity 
loaded, particularly for low density 
items. Commodity loading leads to 
more efficient operations because re- 
pair personnel become more proficient 
when specialized, and stocks of repair 
parts may be used more effectively. 



(5) Maintenance units receive only the 
items on which they will perform re- 
pairs. They are not required to act as 
intermediate points in the evacuation 
channel. 

(6) Most of the packing and crating is done 
by the company operating the collect- 
ing point, thereby relieving the main- 
tenance units of this function. 

(7) Transportation requirements are re- 
duced through consolidation of loads. 

(8) More effective liaison can be effected 
between maintenance and supply, par- 
ticularly in regard to critical items and 
repair priorities. 

c. Deeentralized Operations. When evacuation 
operations are decentralized, materiel which 
is determined by direct support (in accordance 
with established standards) to be within the 
capability of general support is evacuated to 
designated general support maintenance units. 
Materiel which has only reclamation value or 
which is beyond general support repair capa- 
bility is evacuated by direct support to a general 
support collecting point. Each general support 
maintenance unit repairs the materiel it re- 
ceives and returns it to supply channels. Items 
found to be beyond the capability of the main- 
tenance units are evacuated to the collecting 
point. The collecting point, operated by a re- 
covery and classification company, performs 
reclamation operations on uneconomically re- 
parable items, and evacuates items requiring 
depot maintenance to appropriate facilities in 
the theater or in CONUS. The collecting point 
controls only the flow of that materiel which it 
receives. Materiel received at the collecting 
point will be inspected and classified into two 
categories : for reclamation, or for further evac- 
uation to depot support in the COMMZ or 
CONUS. Items classified for reclamation will 
have the reparable components and assemblies 
removed. The residue will be disposed of in ac- 
cordance with quartermaster instructions. Re- 
parable components and assemblies will be sent 
to general support maintenance units for re- 
pair. After repair, they are placed in supply 
channels. 

d. Advantages of Decentralized Control. 

(1) Permits dispersal of general support 
maintenance units. 
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(2) Enables these units to displace in order 
to stay close to direct support units 
independently of other general sup- 
port units. 

(3) Routes a majority of general support 

repair jobs directly to the maintenance 
unit that will perform the repairs. 

e. Fast-Moving Versm Static Situatiotis. 
Each evacuation system has advantages and 
disadvantages which are adaptable to particu- 
lar situations. In fast-moving situations such 
as in the initial phase of an invasion, during 
intensive combat in an established theater, or 
when the frontline units are displacing rapidly, 
the operation should be decentralized. In static 
situations such as operation in the rear areas 
of an established theater, in inactive theaters 
serving as a base of operations, or during peace- 
time, centralized operation is considered more 
efficient. 

37. T/pical Theater Evacuation System 

Figure 4 illustrates a typical application com- 
bining centralized and decentralized operations. 
It is a compromise to eliminate undesirable 
features of the two systems. In a centralized 
operation many items that could be evacuated 
directly to a maintenance unit are handled by 
the collecting point, and in a decentralized op- 
eration many of the items that are evacuated to 
maintenance units must be further evacuated to 
the collecting point. The compromise system 
attempts to overcome these undesirable features. 
In this solution, general support is organized as 
depicted in figure 4. In each area in a iield 
army, the evacuation function is performed by 
a battalion composed of a recovery and classifi- 
cation company and maintenance companies 
(fig. 2). Items being evacuated by direct sup- 
port are classified into two categories: those 
which are beyond the capability of direct sup- 
port, and those which are within the capability 
of direct support but beyond the capacity of the 
direct support unit at that time. 

a. When the items which are beyond the 
capability of direct support arrive at the collect- 
ing point, a decision is made as to whether the 
item is within the repair capability of general 
support maintenance. Thus, tiie decision as to 



the capability of the general support mainte- 
nance unit is made by the collecting point, and 
not by the direct support unit. Items that are 
classified to be repaired at general support level 
will be job ordered to the maintenance units 
of the collection and classification battalion. 
When the capacity of these units is exceeded, 
the work will be shipped to units of the general 
support maintenance battalion in the area. If 
these units are working at full capacity, work 
may be evacuated to maintenance facilities in 
the rear. 

h. Items within the capability but beyond the 
capacity of direct support will be evacuated by 
direct support directly to the general support 
maintenance battalion. The fact that the items 
have been determined to be within the capability 
of the direct support unit assure that their re- 
pair is within the capability of the general sup- 
port maintenance unit, and no further evacua- 
tion should be necessary. 

c. When a maintenance depot in the COMMZ 
is established using a combination of general 
support maintenance units, a collecting point 
may be employed as part of the maintenance de- 
pot. If the volume of evacuated material justi- 
fies it, separate collecting point battalions, each 
composed of a collecting point company and one 
or more maintenance companies, may be es- 
tablished. In these instances, the collecting 
point company (app. II) operates a collecting 
point which is the receiving agency for the main- 
tenance depot. All unserviceable materiel evacu- 
ated to the maintenance depot from the field 
army, or from direct or general support in the 
COMMZ is received by the collecting point. 
Here it is classified as reparable or irreparable. 
The irreparable materiel is disposed of through 
quartermaster channels. The reparable mate- 
riel is reported and held in the collecting point 
until orders are received to send it to one of 
the maintenance shops. Scrap generated in the 
maintenance shops is accumulated at the collect- 
ing point for ultimate shipment to the quarter- 
master salvage and disposal point. 

d. The collecting point company is designed 
to operate in the COMMZ. This company can 
operate two collecting points. The company has 
no recovery function and a limited evacuation 
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function ; consequently, it is smaller in size and 
has less heavy equipment than the recovery and 
classification company. The collecting point com- 
pany is responsible for the receipt, classifica- 



tion, disassembly, preservation, and disposition, 
as directed, of ordnance materiel received from 
COMMZ maintenance channels or collecting 
points in the field army area. 
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CHAPTER 6 
SUPPORT OF GUIDED MISSILE SYSTEMS 



38. Introduction 

o. The method established for providing gen- 
eral and depot support for class II items of a 
guided tnissile weapons system very closely re- 
sembles the system which supports other items 
of ordnance class II materiel. Throughout ttiis 
chapter, the term "missile" will include all mis- 
siles and heavy rockets except intennediate 
range and intercontinental ballistic missiles. 

(1) For the most part, class II missile re- 
pair parts, assemblies, and components 
are distributed through the same sys- 
tem of depots as conventional class 
II items. Replacements for specialized 
vehicles associated with missile sys- 
tems may be stored and issued throujjh 
maintenance channels on a mainte- 
nance exchange basis. The bulk of the 
reserve of these specialized vehicles 
will be stocked at ordnance parks along 
with other ordnance vehicles and artil- 
lery. 

(2) General support maintenance of all 
guided missile class II items, except 
those of a purely mechanical or auto- 
motive nature, is normally performed 
by the Ordnance Guided Missile Gen- 
eral Support Company, TOE 9-227, 
augmented, if necessary, by appropri- 
ate TOE 9-500 units. When the mis- 
sile density is such that the use of a 
company is not justified, general sup- 
port maintenance may be performed 
by cellular units provided by TOE 9- 
500. These cellular units are attached 
to ordnance maintenance companies 
for administrative, mess, supply, and 
allied trades support. 

(8) Maintenance of vehicles and purely 
mechanical items is performed by ord- 
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nance general support, general auto- 
motive support, and tire repair com- 
panies. 

b. The nature of guided missiles and guided 
missile materiel results in the creation, to some 
degree, of overlapping responsibilities between 
units providing class II maintenance support and 
those responsible for class V maintenance. The 
supply of class V items cannot be divorced from 
class II supply since class V items contain class 
II components. Consequently, the responsibili- 
ties, functions, and capabilities of general sup- 
port units providing missile maintenance and 
supply support differ, in some respects, from 
those of their counterparts providing general 
and depot support for other -items of ordnance 
class II materiel. For example, ammunition in- 
stallations must be provided with certain class II 
items to enable them to perform class V main- 
tenance, and guided missile general support 
maintenance units, in addition to accomplishing 
overflow work from lower class II maintenance 
echelons, also receive unserviceable missile 
bodies from class V installations or units for 
repair. Chapter 4 of FM 9-1 and chapter 5 of 
FM 9-3 contain additional information on this 
subject. 

c. The supply of ammunition end items for 
guided missile systems (including complete mis- 
siles, associated warheads, and propellants) 
and thQ maintenance of these items (less class 
II components and assemblies of the missile 
body) is a class V function performed by special 
weapons and missile companies. These aspects 
of supply and maintenance are discussed only 
so far as they affect class II maintenance and 
supply operations. For information on class V 
supply and maintenance, see FM 9-5. 

39. Supply 

o. GeneraL 

(1) Guided missile general supplies are 
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those ordnance items not classed as 
explosive components or directly allied 
with explosive components. This in- 
cludes thfe repair parts, assemblies, 
and components for guided missile 
bodies, and for launching, handling, 
guidance, and testing equipment. Class 
II supply units are responsible for 
providing the class II items needed in 
the maintenance of nonexplosive class 
V missile components, and for obtain- 
ing the necessary class II repair parts 
which are the responsibility of other 
technical services (for example, elec- 
tronic tubes from Signal Corps supply 
units). 

(2) To attain the most expeditious supply 
action on repair parts needed to return 
missile systems to serviceable condi- 
tion, "Blue Streak" requisitions may 
be used. Such requisitions are ac- 
corded the highest priority in proc- 
essing, communications, and delivery. 
b. Distribution System (fig. 5). 

(1) Within the combat zone, the guided 
missile direct support unit is charged 
with issuing replacement items of class 
II missile materiel to the firing unit. 
Replacement repair parts, components, 
and assemblies needed to replenish di- 
rect support stocks are provided by an 
ordnance field supply company. This 
company will also provide the class II 
items needed by class V activities in 
the performance of their maintenance 
functions. Field supply company stocks 
are replenished by class II supply de- 
pots (main army depots) operated by 
other field supply companies, or by 
direct shipment from class II depots 
in the communications zone. 

(2) Guided missile maintenance units op- 
erating in the field army service area 
will receive their class II supplies from 
the field army class II depot (main 
army depot). The class II require- 
ments of class V guided missile main- 
tenance activities will be satisfied in 
a like manner. 

(3) Base depots in the COMMZ serve as a 
base of supply for the theater. As the 
depth of the theater increases, addi- 



tional depots may be established in 
more forward areas of the COMMZ. 
These class II depots, operated by the 
Ordnance Supply Depot Company, 
TOE 9-367, replenish the stocks of de- 
pots in the field army area and issue 
class II items to the guided missile 
maintenance units located in the 
COMMZ. 
c. Supply Procedures. 

(1) General. The storage, issue, and con- 
trol of class II guided missile materiel 
differs little from similar procedures 
established for other items of ordnance 
class II materiel. In fact, at general 
and depot support levels these func- 
tions are performed by the same supply 
units for all class II ordnance items. 
For further information on general 
and depot support supply operations, 
see chapter 4. 

(2) Stock control. Basic stock control and 
reporting procedures are contained in 
AR 711-16. Additional reports may be 
required by the theater central inven- 
tory control point. 

(3) Depot stockage. Class II items of mis- 
sile materiel are handled in the same 
manner as other class II items. Repair 
parts may be concentrated in a single 
COMMZ depot, security considerations 
permitting. Items will not be prepared 
for issue at this echelon, and only a 
minimum of in-storage maintenance 
will be required. 

(4) Control of end items. End items 'of 
guided missile materiel will be con- 
trolled at all times. In the combat zone, 
this control will be exercised by the 
field army ordnance officer for the field 
army commander. Subject to avail- 
ability of stock replacement, a quantity 
of end items will be stocked in direct 
support maintenance units for mainte- 
nance exchange purposes. The bulk 
of the reserve of rolling type guided 
missile end items will be normally 
stocked in ordnance parks, 

40. Maintenance and Evacuation 

a. General. 

(1) Because of the need for rigid controls. 
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the critical need and relatively low 
density of certain items, and the re- 
quirement for special handling and 
transportation, no separate channel 
has been established for the evacua- 
tion of unserviceable items of guided 
missile materiel (less automotive and 
mechanical items). Instead, items are 
successively evacuated rearward 
through maintenance facilities until 
disposition is made of the items. 

(2) Unserviceable items evacuated to gen- 
eral support maintenance units stem 
from two sources: guided missile fir- 
ing units and ammunition installa- 
tions. In either case, evacuated items 
include unserviceable missile bodies 
or unserviceable class II assemblies 
and components which are beyond the 
repair capacity or capability of the 
direct support organization responsible 
for class II missile maintenance sup- 
port. 

(3) Unserviceable items which are beyond 
the repair caVcxity of the general sup- 
port units are evacuated to other gen- 
eral support maintenance units farther 
to the rear. Unserviceable items which 
are beyond the repair capability of gen- 
eral support are reported to the theater 
central inventory control point. This 
agency will direct shipment to a ter- 
minal facility for evacuation to the 
zone of interior, or will provide other 
disposition instructions. (A diagram 
of the maintenance and evacuation of 
nonexplosive guided missile compo- 
nents and assemblies is shown in fig- 
ure 6. Figure 7 depicts the mainte- 
nance and evacuation of missile 
bodies.) 

(4) Unserviceable items which have been 
returned to serviceability are returned 
to supply channels as soon as repairs 
are accomplished. Missile bodies are 
returned to the nearest special am- 
munition supply point (SASP) where 
they once again resume their class V 
identity. Other repaired items of 
guided missile materiel are returned 
to class II supply channels. 



b. General SwppoH Maintenance Units. 

(1) General. 

(a) General support maintenance service 
for class II items of guided missile 
materiel (less automotive or me- 
chanical items) is provided by cellu- 
lar units or companies. The cellular 
units provided by TOE 9-500 are 
used in situations where the missile 
density does not warrant use of a 
larger unit. These cellular units 
may also be used to augment the 
capability of the ordnance guided 
missile general support company. 

(b) The capabilities of guided missile 
general support maintenance units, 
as compared to direct support units, 
are based on volume and time, since 
skills and tool sets for direct sup- 
port are practically equivalent to 
those found in general support units. 

(2) Ordnance guided missile general sup- 
port company. 

(a) This company provides general sup- 
port for the guided missile bodies 
and for nonexplosive components of 
specific missile systems, including all 
ordnance materiel of the ground 
guidance, launching, and handling 
equipment not allied with automo- 
tive or conventional mechanical 
equipment. It is assigned to the field 
army or COMMZ, and is the highest 
echelon of missile maintenance with- 
in a theater. 

(&) The organization of the company in- 
cludes commodity-specialized main- 
tenance platoons, each specializing 
in the support of a specific missile 
system. Each of the platoons is or- 
ganized into several operating sec- 
tions. Administrative, control, and 
supply functions for the company 
are accomplished by the company 
headquarters, operations, and sup- 
ply sections. The formation of this 
company into commodity groupings 
provides a flexible organization 
which can be expanded to accommo- 
date additional cellular type detach- 
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ments to increase its capabilities 
and capacity. For additional infor- 
mation on capabilities and organi- 
zation, see TOE 9-227. 
(c) The company normally does not have 
direct contact with using units, and 



supply support is provided for the 
company shops only. 
(d) This unit vi^ill provide status reports 
on missile bodies on hand as directed 
by the controlling higher headquar- 
ters. 
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CHAPTER 7 

TACTICAL AND ADMINISTRATIVE OPERATIONS 



Section I. GENERAL 



41. Introduction 

There are many factors which directly affect 

the accomplishment of a unit's technical mis- 
sion. Of particular significance are the require- 
ments for efficient and effective administration 
and the necessity for adequate preparation and 
proper implementation of plans for tactical op- 
erations. The tactical and administrative op- 
erations necessary to facilitate operations of 
general and depot support units include, but are 
not limited to, administration, movement, secur- 
ity, area defense, site selection, area damage 
control, and area layout. Many of the features 
of these operations become routine, either by 
their nature or because the commander wishes 
to make them so. Therefore, the preparation 
of standing operating procedures (SOP's) to 
cover these aspects of operations relieves the 
commander of the necessity for repeated plan- 
ning and issuance of directives for the conduct 
of operations that follow an established pattern. 
This permits the commander to concentrate on 
other operations which must be planned and 
dircted as requirements develop. 

42. Factors Affecting Mission Performance 

a. Tactical Operations. Modern tactics of 
warfare, both offensive and defensive, stress 
greater dispersion of facilities, more frequent 
and rapid movement of activities, greater em- 
phasis on the proper selection and utilization of 
terrain to facilities both active and passive de- 
fense as well as efficient mission performance, 
and detailed planning and training in the con- 
duct of defensive operations. On a fluid battle- 
field, pockets of enemy resistance may be by- 
passed by combat forces, making units in the 
rear areas vulnerable to enemy ground action 



unless proper defensive measures are taken. 

Moreover, it is possible that elements of the 
service troops occupying these rear areas may 
have to wage limited offensive action to neutral- 
ize these threats to support activities. In addi- 
tion, support organizations constitute the back- 
bone of the overall rear area security and area 
damage control organization and, as such, will 
be required to plan and execute related opera- 
tions and provide personnel and equipment 
therefor. Thus, general and depot support units 
must be able to wage an active defense, when 
necessary, and must be able to execute tactical 
movements. 

b. Administrative Operations. As can be ex- 
pected, the conditions noted above will compli- 
cate unit mess, supply, and administrative 
operations. Also, communications with parent 
units and resupply of class I, III, and V materiel 
may be interrupted. Therefore, the possibility 
of isolated operation for limited periods must 
be considered. The commander must make maxi- 
mum use of his four basic resources — man- 
power, material, time, and facilities — to effec- 
tively accomplish his mission regardless of the 
circumstances. This requires continuous atten- 
tion to the personnel management problem. 
Other functions which are allied to the adminis- 
tration of the unit and which must be given 
careful attention include preparation of SOP's, 
administrative records and reports, morale, and 
welfare of personnel, and operation of unit 
motor pools. One of the more important duties 
of the company commander is to inspect the 
administrative operations of hia unit at frequent 
intervals. Inspections should include unit mess, 
unit supply, individual clothing and equipment, 
vehicles, and mission equipment. 
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Section II. ADMINISTRATIVE OPERATIONS 



43. Generol 

To facilitate command and operational con- 
trol and to provide the administrative support 
essential to unit operations, each general or de- 
pot support company contains a headquarters 
platoon or section which provides command 
supervision and operational control for the com- 
pany, and performs personnel administration, 
mess, unit supply, organizational maintenance, 
and communications functions. Cellular units, 
on the other hand, do not possess this capability 
and must be attached to an ordnance support 
unit capable of providing administrative, unit 
supply, mess, and organizational maintenance 
support. 

44. Personnel Monogement 

a. The objective of personnel management at 
any level is the efficient and effective utilization 
of individuals. The ordnance general or depot 
support unit commander is his own personnel 
manager, even though he has assistants to per- 
form the detailed personnel actions. 

b. Normally, ordnance companies are attached 
to a battalion headquarters, and personnel ac- 
tivities for the entire battalion are centered at 
battalion headquarters under the supervision of 
the personnel officer. The personnel records a.s 
well as the personnel specialists of the com- 
panies will be consolidated at battalion for this 
purpose. However, the responsibility for the 
training, assignment within companies, promo- 
tions, morale, and other matters affecting the 
men in the companies remains with the company 
commanders and should not be assumed by 
higher headquarters. For further information 
on personnel management and other aspects re- 
lated to efficient unit management, see AR 1-65, 
AR 345-5, FM 9-1, FM 22-100, and DA Pam 
20-300. 

45. Mess Monogement 

a. Responsibility. The feeding of troops is a 
command responsibility. A properly managed 
mess is one of the most effective means a com- 
mander has for building the health and morale 

of his unit. 

b. Operation. 

(1) Company. Ordnance companies usually 



operate their own messes. Unless the 
commander sees fit to appoint a sub- 
ordinate officer as mess officer as an 
additional duty, the commander him- 
self exercises direct supervision over 
the mess. In the field, rations are nor- 
mally drawn by the company directly 
from a quartermaster class I distribu- 
tion point. Records necessary to the 
proper management of a mess will be 
kept as directed by the higher head- 
quarters. Additional information on 
the operation of unit messes, account- 
ing procedures, and training and 
duties of mess personnel may be found 
in TM's 10-405, and 10-415. 

(2) Battalion. No personnel are author- 
ized at battalion level for supervising 
or controlling the operation of subor- 
dinate company messes. The headquar- 
ters and headquarters detachment of 
each battalion is attached for rations 
to one of the companies. The detach- 
ment is authorized a cook to augment 
the food service personnel of the com- 
pany to which it is attached. 

(3) Group. The TOE of an ordnance group 
headquarters authorizes a food service 
supervisor who inspects the messes 
within the group. His mission is flexi- 
ble and subject entirely to the desires 
of the group commander. Personnel of 
the group are attached for rations to 
one of the companies. 

46. Unit Supply 

o. General. Supply management and the 
maintenance of allied records are important ad- 
ministrative functions which are inherent in 
unit administration. Supply economy must be 
instilled in all members of the command until it 
becomes a habit to maintain, recover, safeguard, 
salvage, and transport all government property 
with maximum economy. 

b. Supply Procedures. AR 735-35 delineates 
the responsibilities of commanders and property- 
book officers with respect to property account- 
ability for supplies authorized and issued to 
organizations. This regulation also gives de- 
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tailed procedures for the operation of unit 
supply. 

c. PersonneU The unit supply section consists 
of a supply sergeant and supply clerks. This 
section can be augmented as the commander 
deems necessary, keeping in mind that such aug- 
mentation usually reduces the capability of some 
other section. The supply sergeant is responsi- 
ble to the unit commander for the unit supply 
room, for the turn-in to and the receipt of sup- 
plies from supplying agencies, and for the issue 
of supplies to individuals or groups within the 
company. 

47. Motor Pool Operation 

a. Each commanding officer is responsible 
for the proper operation, utilization, and mainte- 
nance of vehicles under his jurisdiction. For 
economy of operation and ease of maintenance, 
the organic transportation of a unit should be 
pooled whenever practicable. The motor ser- 
geant of a general or depot support company 
supervises the preparation of maintenance 
rosters, scheduling of organizational mainte- 
nance services, and the maintenance of records 
and reports as outlined in TM 9-2810. The 
motor sergeant also supervises the operation 
of the motor pool and assigned personnel. Nor- 
mally, the company commander appoints one 
of his officers as the unit motor officer in addi- 
tion to his primary duty. 

b. The organic motor transportation of the 
battalion headquarters detachment and any 
other cellular units attached to a company for 
administrative, supply, mess, and maintenance 
support will normally be pooled with that of the 
company. The company performs the organiza- 
tional maintenance services and controls the 
dispatching of vehicles. 

48. Standing Operating Procedures (SOP'S) 

a. Definition, An SOP is a set of instructions 
giving the methods to be followed by a unit for 



the performance of those operations which the 
commander desires to make routine. 

b. Purposes. SOP's are intended to — 

(1) Simplify and standardize the prepara- 
tion and transmission of orders. 

(2) Simplify and perfect the training of 
troops. 

(3) Promote mutual understanding and de- 
velop teamwork among all elements of 
the organization, 

(4) Facilitate and expedite both tactical 
and administrative operations. 

(6) Minimize confusion and eliminate 
errors. 

c. Use. 

(1) SOP's for defense should include de- 
tailed instructions for — 

(a) Perimeter defense of the area. 

(6) Passive air defense. 

(c) CBR defense. 

(d) Specific defense tasks for each man 
in the unit. 

(e) Alert warning system. 

(/) Destruction of materiel and facili- 
ties. 

(g) Area damage control. 

(2) SOP's for technical operations should 
include instructions for — 

(a) Evacuating unserviceable materiel, 
to include packing and preserving. 

(b) Requesting, receiving, storing, and 
issuing supplies. 

(c) Inspecting materiel received from 
direct support units or collecting 
points. 

(d) Establishing priorities for the re- 
pair or reconditioning of materiel. 

(e) Routing of job orders. 

(/) Performing salvage and reclamation 
operations. 

d. Conformance to Policies and Procedures, 
The SOP of any subordinate headquarters must 
conform to the policies and procedures estab- 
lished by SOP's of higher headquarters. 



Section HI. ORGANIZATIONAL INSPECTIONS 



49. Definition and Purposes 

a. Organizational (command) inspections are 
those performed by commanders, or their repre- 
sentatives, to determine whether the mess, sup- 



ply administrative, and maintenance procedures 
of the units under their control meet prescribed 
standards; to determine whether equipment is 
serviceable and whether it is being utilized 
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properly; to reveal areas in which additional 
training is necessary; to evaluate the efficiency 
of operations; to determine whether directives 
and established procedures are being complied 
with; and to determine the operational readi- 
ness of personnel and equipment. They are con- 
ducted by or for the commander, to see whether 
the units of their command are capable of per- 
forming their missions. In these inspections, 
emphasis should be placed on examination of 
the -areas of major deficiency noted in previous 
inspections. 

b. Such an inspection of a genera! or depot 
support unit, when conducted by the unit com- 
mander, is termed an organizational inspection. 
When conducted by higher commanders it is 
generally referred to as a command inspection. 

c. This general category of inspections also 
includes those inspections of a unit conducted by 
food service personnel of higher headquarters 
or by the inspector general of the command, or 
inspections of some aspect of training by repre- 
sentatives of major commanders of chiefs of 
technical services (e. g., inspections by Chemical 
Corps personnel or post CBR officers to deter- 
mine the proficiency of the unit in CBR detec- 
tion and defense). 

50. Frequency 

Inspections may be formal, where prior notice 
is given to the unit to be inspected and a set 
procedure is established, or informal, where no 
advance notice is given and no set procedures 
are established beforehand. The latter method 
permits a commander to see his equipment in 
operation and to determine the proficiency of 
personnel while they are engaged in the per- 
formance of assigned duties. Formal inspections 
of a company by its commander should be con- 
ducted at least weekly. Ordnance battalion and 
group commanders should make formal inspec- 
tions at least once a month. Informal inspec- 
tions are made at the commander's discretion. 
The frequency of these inspections will be deter- 
mined by the commander concerned, who should 
take into consideration any other inspections to 
which his unit or units have been subjected 
recently. 

51. Types 

a. Inspection of a Unit by Its Commander, 



These inspections normally cover all aspects of 
the unit's operations, including unit mess and 
administration. Particular emphasis, however, 

is placed on — 

(1) The condition of the unit's TOE equip- 
ment and the organizational mainte- 
nance performed thereon. 

(2) The operation of the technical supply 
function, including the efficiency of 
personnel, maintenance of records, 
storage procedures, and cooperation 
with maintenance operations. 

(3) The efficiency of the production control 
operation, including the proper use of 
the tools of control and the complete- 
ness and accuracy of records. 

(4) The efficiency and methods of opera- 
tion of the shop supply section. 

(5) The thoroughness of the technical in- 
spections and the ability of inspectors. 

(6) The functioning of the repair shops, 
to include conformance to correct 
maintenance procedures, completeness 
and accuracy of records, adherence to 
safety regulations, compliance with the 
principles of supply economy, and the 
proper utilization of the skills of the 
workmen. In the inspection of his unit, 
the commander may prepare a check- 
list according to his requirements, to 
include all the items or procedures he 
wishes to inspect. 

b. Inspection of a General or Depot Support 
Unit by Higher Ordnance Commanders. Each 
general and depot support unit is subject to 
periodic inspections by ordnance battalion or 
group commanders. These inspections may be 
formal or informal, scheduled or unscheduled, 
and are conducted in much the same manner and 
for the same purposes as the organizational in- 
spection conducted by the unit commander. The 
higher ordnance commander is interested in de- 
termining the efficiency and combat readiness 
of a combination of units. These inspections 
tend to be more formal than those discussed 
above, and because of the number of personnel 
required and the limitations on time, they may 
not be as extensive in coverage. Primary em- 
phasis is usually placed on those aspects which 
most seriously affect accomplishment of the ord- 
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nance mission, and the areas in which deficien- 
cies were noted in previous inspections or in 
which difficulties are known to exist or are 
suspected. They may be conducted while the 
unit is conducting operations; formations may 
be held with equipment being displayed and per- 

Section IV. 

52. General 

The moves of a general support unit are in- 
fluenced by a variety of factors such as weather, 
terrain, and the tactical situation. Depot units 
normally move only for defensive purposes. Gen- 
eral and depot support installations remain in 
operation in the same locality as long as prac- 
ticable without sacrificing service to support 
units. The limited mobility of general support 
units will also affect any motor moves under- 
taken. Using organic transportation, the move 
will have to be made in two or more trips, un- 
less sufficient transportation is available from 
other sources. To concentrate the necessary per- 
sonnel and equipment at the proper place in the 
prescribed time, commanders will have to decide 
whether to shuttle, to pool vehicles such as prime 
movers, or to request additional vehicles from 
the Transportation Corps. The time available 
to the commander will be the deciding factor. 

53. Area Assignment 

General support units are assigned support 
responsibilities by geographical area. Com- 
manders assign areas of responsibility to ord- 
nance groups based on recommendations of ord- 
nance staff officers. Group commanders assign 
areas to battalions, and battalion commanders, 
in turn, assign areas to the companies within 
the battalions. The size of each support area is 
determined by the quantities of equipment to be 
supported. When supported units move across 
area lines, support is assumed by the ordnance 
unit responsible for support of the new area. 
Areas remain stable as long as the quantities 
of equipment in the areas do not change sig- 
nificantly and the ordnance units remain in the 
same locations. Each company should be located 
as centrally as possible within its area. 

54. Task Assignments 

a. When the general support commander re- 



sonnel standing beside the equipment for which 
they are responsible; or the inspection may be 
held while the unit is on the move, to see how 
rapidly and efficiently it can close out an old 
area, displace, set up a new area, and resume 
normal operations. 

MOVEMENT 

ceives a new task assignment which involves 
moving the unit, there are definite steps which 
he must take in order to insure service to his 
supported units. His first step will be to issue 
a warning order to the personnel of his com- 
pany. As an example, such an order for a main- 
tenance unit : 

(1) Informs unit personnel of the nature 
of the impending move. 

(2) Gives the work sections an opportunity 
to dispose of jobs in the shops by com- 
pleting the repairs, evacuating the 
equipment, or preparing it for move- 
ment to the new area. 

(3) Gives the company an opportunity to 
start packing organizational and per- 
sonal equipment for the move. 

(4) Permits implementation of the loading 
plan and the securing of additional 
transport tf necessary. 

(5) Allows the current task assignment to 
be phased out. To do this, the unit 
will immediately discontinue accept- 
ance of new work and initiate neces- 
sary coordinating action with sup- 
ported ordnance units and other in- 
terested agencies. 

6. If sufficient time is available between re- 
ceipt of the task assignment and the time of the 
move, the commander should make a liaison 
visit to the direct support units which he is to 
support in the new area. During this visit he 
should determine — 

(1) The amount and kind of equipment to 
be supported. 

(2) The condition of equipment in the 
hands of supported troops. 

(3) Special maintenance problems which 
have not been satisfactorily resolved. 

c. Based on this information, the commander 
can now establish a plan which will best furnish 
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the necessary support (to include the dispatch 
of technical assistance teams if and where nec- 
essary). In addition, he will plan for his recon- 
naissance and advance parties. 

55. Reconnaissance 

In cases where a long time will elapse between 
the receipt of the task assignment and the com- 
pany move, the commander will normally have 
his officers, noncommissioned officers, and 
whatever personnel he feels necessary accom- 
pany him on his reconnaissance. If time is criti- 
cal, the reconnaissance and advance parties will 
go together. During his reconnaissance, the com- 
mander should accomplish the following — 

a. Select an area capable of defense yet suit- 
able for technical operations. 

b. Select an alternate area. 

c. Plan a preliminary layout of the unit by 
sections. 

d. Reconnoiter fhe surrounding terrain and 
road nets. 

e. Coordinate with adjacent units. 

/. Prepare an overlay and map of the new 
area for use by the unit and advance party and 
for submission to higher headquarters. 

56. Factors Governing the Selection of an Area 

a. Distance From Supported Units. Proxim- 
ity to supported units is not as important to 
general support units as it is to direct support 
units. However, when the general support main- 
tenance, supply, and evacuation units are close 
to the direct support units, the demands on 
transportation facilities and the time required 
to move serviceable and unserviceable supplies 
will be lessened. In a fast-moving situation, gen- 
eral support units should move as far forward 
as feasible to reduce the number of moves re- 
quired. This factor is of small importance to 
depot units, since accessibility to road nets, 
facilities, and parts usually determines their 
location. 

b. Roads. Both general and depot support 
units should be located so as to permit easy 
access from as many directions as possible. 

c. Railways. Wherever possible, the use of 
railways should be exploited since they are par- 
ticularly useful for the receipt and evacuation 
of bulky supplies. 



d. Airfields. Consideration should be given 
to the accessibility of air fields, particularly in 
the handling of low-density items. 

e. Waterways. In some countries canals and 
rivers are often the principal avenues of trans- 
portation and should be fully exploited. 

/. Hardstand. Because of the quantities of 
bulky items handled and the extensive mainte- 
nance performed, general and depot support 
units must have hardstand to operate efficiently. 
Particular care should be exercised to insure 
that there is adequate drainage, particularly 
in areas subject to seasonal rains. 

g. Use of Towns. 

(1) Advantages. 

(a) Hardstand and shop buildings are 

usually available. 
(6) Native labor is more abundant and 

the special skills required are more 

likely to be available. 

(c) Troops can be better billeted. 

(d) Supplies are usually concentrated in 
towns and cities. 

(e) Local power and water are usually 
more readily available. 

(2) Disadvantages. 

(a) Tliere is more traffic in and around 
towns. 

(b) Enemy sympathizers may interfere 
with the operations. 

(c) Towns present profitable nuclear 
targets. 

(d) Sanitation may be a problem. 

k. DefensiMlity. How the area lends itself 
to defense from a nuclear or nonnuclear attack 
must be considered. In this regard, the enemy's 
capabilities will be considered and defense plan- 
ning will anticipate any type of attack of which 
the enemy is capable. The possibility of attack 
by guerillas must also be considered. Intelligence 
agencies can provide much valuable informa- 
tion in both respects. In some cases, however, 
some of the elements of defensibility may have 
to be sacrificed to facilitate mission accomplisli- 
ment and control of operations. 

57. Area La/out 

a. General. The objective of a good layout is 
to facilitate operations. In a supply operation, 
the objective is to make all supplies readily 
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Figure 8. Typical layout of a general support eompany't area. 
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available and to reduce handling to a minimum. 
In a maintenance operation it is to facilitate the 
flow of work through the shop and to minimize 
the movement of repair parts, tools, and equip- 
ment.. Some compromise usually must be made 
because of the necessity for defending the area. 
Since field situations seldom permit a unit to 
operate under ideal conditions, the type layout 
and the area requirements for each unit will 
vary according to the terrain, tactical situation, 
proximity to forward areas, and the type and 
amount of equipment to be supported. The de- 
tailed layout of the unit area is prepared on an 
overlay by the commander, who is assisted by 
advisors from each element of the unit. Figure 
8 shows how a general support company's lay- 
out may be designed to facilitate technical op- 
erations and the defense of the unit. 

b, Primiples. Certain principles to be observed 
which remain unchanged despite varying situa- 
tions are as follows : 

(1) Work sections will be located so as to 
provide ready access to the external 
road net as well as to each other. 

(2) Supply sections should be located to 
provide a direct line from the supply 
office to the storage areas. 

(3) Storage areas should be located suffi- 
ciently close to the road to permit easy 
access for supply trucks. 

(4) When possible, storage areas should 
also be located close enough to the 
maintenance areas so that supplies 
will be readily available to the main- 
tenance shops, 

(5) Service sections should be located to 
provide easy access to all maintenance 
shops and to supply sections. 

(6) Dispersion areas for vehicles awaiting 
shop and vehicles ready for disposition 
should be separate to avoid confusion 
and mistakes, 

(7) Vehicle dispersion areas should be ad- 
jacent to the maintenance areas but in 
such a position that control and secur- 
ity are possible from the shop and 
supply offices. 

(8) Sufficient security posts will be estab- 
lished to protect the entire area from 
surprise air or ground attacks as well 



as to prevent sabotage and pilferage. 
When possible, these posts will be lo- 
cated within sight and sound of each 
other and in such a position as to be 
able to support each other with fire. 
(9) Security posts will never be located so 
that the fire from any post will en- 
danger friendly personnel occupying 
the area, 

(10) Telephone communications will be es- 
tablished between manned security 
posts and unit command posts, par- 
ticularly during hours of darkness. 

(11) Areas will he chosen so as to make use 
of terrain features such as rivers and 
swamps for natural defense of flanks. 

(12) High ground rather than low ground 
should be occupied. 

c. Troop Bivouacs. Troop bivouacs may be 
located in one spot or separated into sections. 
Greater control is possible when troops are 
bivouacked in one spot. This also insures greater 
safety to personnel from moving vehicles. How- 
ever, if the unit is subject to guerilla attacks, it 
can be defended better if troops are bivouacked 
in their respective work areas. Adequate com- 
munications must be maintained between biv- 
ouac areas, 

58. Advance Party 

The advance party will normally consist of 
one officer and sufficient noncommissioned offi- 
cers and enlisted personnel representing all the 
company sections to direct and accomplish the 
work of readying the new area for occupatibn 
by the unit. Among the tasks which the advance 
party must perform are — 

a. Clearing bridges on route of march. 

b. Placing signs along MSR and posting 
guides along the route where necessary. 

c. Inspecting new area for mines. 

d. Preparing hasty fortifications to cover 
avenues of approach. 

e. Staking out company sections based on the 
layout planned by the commander on his recon- 
naissance. 

/. Preparing positions for crew-served 

weapons. 

g. Laying communications wire to defense 
positions and shop area. 
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h. Digging sumps for the latrine and kitchen. 

i. Clearing brush as necessary from new area. 

59. Convoy Movements 

After the unit layout is made and each element 
is informed of the site it will occupy in the new 
area, detailed planning of the movement can 
begin. All moves must be coordinated with the 
moves of other units. Such coordination and 
the obtaining of road clearances will be accom- 
plished through the provost marshal or other 
appropriate transportation control agency. Gen- 
eral and depot support units will normally move 
by motor transport. This transport may include 
not only organic vehicles, but also any additional 
transport detailed to assist in the move. In most 
respects, ordnance units face the same problems 
in convoy movements as any other units. Some 
of these problems include control of the move- 
ment, defense of the convoy if attacked en 
route, and feeding personnel and refueling ve- 
hicles if the move is a long one. The solutions 
to many of these problems can be found in FM 
25-10. In other respects, ordnance units have 
certain different problems. The equipment in 
the field supply, general support, and general 
automotive support companies varies greatly 
in size and weight — from Vi-ton vehicles to 
tank transporters and tank recovery vehicles. 
This variation in size and weight requires a 
careful route reconnaissance to include an ac- 
curate determination of the capabilities and 
clearance of bridges, roads, and tunnels. An- 
other problem is the nature of the loads of these 
units. The field supply company, for example, 
will haul bulk supplies, One final consideration 
is movement by night rather than by day to 
deny the enemy observation of the move. Drivers 



participating in such movements must be thor- 
oughly trained in blackout driving. 

60. Rear Party 

Because of the limited mobility of units per- 
forming general or depot support functions, it 
is impractical to haul bulky unserviceable equip- 
ment to new areas when the units displace, 
unless command decision or the tactical situa- 
tion make such action necessary. In most cases, 
unfinished maintenance tasks will be completed 
by a rear party left behind to close out opera- 
tions in the vacated area. If this party is un- 
equal to the task, arrangements may be made 
for another maintenance unit in the area to 
accomplish repair. The rear party will also per- 
form any other functions necessary to close out 
operations in the old area, such as covering 
sumps, etc. The composition of this party will 
depend on the work required to complete and 
close out operations in the old area. The rear 
party will maintain communications with higher 
headquarters and will remain in the old area 
until forced out by enemy action (guerilla ac- 
tion, fallout, etc.) or until the unit command 
post in the new area becomes operative and 
technical operations are resumed. 

61. Priority of Tasks in the New Area 

Immediately upon closing into the new area, 
the commander informs his higher headquarters 
of the fact and confirms the location. Then, the 
following tasks are performed in the order in- 
dicated — 

a. Complete the perimeter defense system. 

b. Make preparations for technical opera- 
tions. 

c. Complete housekeeping facilities for unit 
personnel. 



Section V. SECURITY AND DEFENSE 



62. General 

a. The responsibility for the security and de- 
fense of a unit rests with its commander. At 
all echelons, commanders are charged with the 
responsibility for the maximum employment of 
all measures at their disposal in the conduct of 
both an active and passive defense. 

b. Under present concepts of warfare, the 
requirement for dispersion is no longer limited 



to combat forces. The threat of attack by mass 
destructive weapons delivered over great dis- 
tances with great accuracy makes increased dis- 
persion mandatory. This is true of both combat 
and service forces and necessitates the disper- 
sion of troop concentration of all types, as well 
as installations and activities. Technical service 
installations in rear areas are lucrative targets 
for nuclear attack and must be well camouflaged 
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and well dispersed. Dispersion, however, com- 
plicates the problem of control, makes mutual 
defense more difficult, and affords opportune 
targets for guerilla or airborne attacks. The 
solution to the problem lies in the establishment 
of an effective outpost and warning system; 
establishment and maintenance of an effective 
communications system; and the utilization of 
exterior and interior guards systems. This de- 
fensive system is supplemented by defensive 
works and a mobile reserve force which is cen- 
trally located so as to be able to converge rapidly 
on any area of the unit where an enemy break- 
through is likely. In the conduct of a defense, 
general and depot support units are virtually on 
their own, and defense plans must be made with 
this in mind. Defense against airborne attack, 
guerilla action, and infiltration is conducted in 
accordance with the principles outlined in FM 
31-16. 

63. Security and Defense Measures 

a. General. 

(1) Defense plans must provide for the 
maximum use of all personnel of the 
command. The general defense plan 
should provide means of control and 
communication. When possible, alter- 
nate command and communication 
means should be established. This is 
particularly true for outlying installa- 
tions. A warning system should be 
established for the rapid dissemination 
of information to all sections concern- 
ing an impending or actual enemy at- 
tack. Defense plans must include both 
active and passive measures. 

(2) In the case of higher headquarters, 
particularly battalions, SOP'S will be 
distributed to standardize normal pro- 
cedures for defense and security and 
to insure that there are minimum 
losses in personnel, time, and equip- 
ment consistent with the mission. In- 
dividual units will prepare SOP's as 
needed, insuring their conformance 
with those of the higher headquarters. 
All personnel, including those engaged 
in shop work, must be thoroughly 
familiar with these SOP's. 



(3) The shop area must provide for de- 
fense against enemy raids and for pro- 
tection against guerillas. Initially, the 
area must be selected with considera- 
tion for tactical defense as well as the 
accomplishment of the technical mis- 
sion. Trenches or foxholes should be 
dug close to the working areas to ac- 
commodate all personnel. An adequate 
defense plan must be established for 
each area. Each section should be re- 
sponsible for defense of its own area 
and should be placed so as to assist 
adjacent sections by supporting fire. 
Plans should also include the use of 
any combat vehicles undergoing re- 
pairs in the shops. These should be 
so placed that their armament can be 
used in emergencies. 

(4) One of the principal weapons an at- 
tacking force may use against an ord- 
nance installation is fire. Consequently, 
all defense plans should provide for 
an armed firefighting crew to limit the 
effects of any such fire. Within the 
area, the unit commander will estab- 
blish such security measures as perim- 
eter and internal guards to frequently 
check all areas, shops, and warehouses, 
and will also fully utilize all features 
of terrain and construction to aug- 
ment his security and defense meas- 
ures. 

(5) Individual unit defense plans may 
have to be modified so that defense of 
the entire rear area may be facilitated. 
Although defense of a unit is primarily 
the unit commander's responsibility, 
the individual unit defense plans con- 
stitute a part of the overall command- 
wide rear area defense plan, and coor- 
dination with the agency responsible 
for rear area security and area damage 
control is essential to insure economy 
of personnel and unity of command. 
(See section VI and FM's 31-15, 100- 
10, and 101-5.) 

b. CBR Defense. 

(1) Responsibilities. Plans for defense 
against chemical, biological, and radio- 
logical (CBR) attacks are a necessary 
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and important part of any overall de- 
fense plan. To insure adequate C6R 
discipline and training, the unit com~ 
mander must have certain of his offi- 
cers and noncommissioned officers 
trained in CBR detection and protec- 
tive techniques. These personnel assist 
the commander in assuring that each 
individual in the unit is thoroughly 
familiar with basic CBR defense meas- 
ures. The commander must provide 
prescribed standards against which 
the individual's knowledge can be peri- 
odically tested and refreshed. These 
standards will — 

(a) List the individual's responsibilities 
for his personal protection against 
CBR attacks. 

(6) Stress the measures necessary for 
the care and maintenance of indi- 
vidual equipment. 

(c) Indicate the individual's part in unit 
CBR defense measures. 

(2) CBR Defense Plan. Since CBR agents 
can be delivered by aircraft, artillery, 
missiles, and ground troops, unit per- 
sonnel must be trained to recognize 
these attacks and be familiar with the 
measures necessary to minimize the 
effect of the damage. The CBR plan 
will include — 
(a) A warning system to designate the 

type of attack, if possible. 
(6) Provision for and duties of unit 
CBR personnel, fire guards, and se- 
curity guards. 

(c) Provision for training personnel 

(FM's 21-40, 21^1, and 21-48) . 

(d) Provision for inspecting equipment 
received from other units for con- 
tamination. 



(e) Designation of a separate area 
for contaminated equipment and 
methods for its segregation. 

(/) Provision for maintaining liaison 
with the Chemical Corps for advice 
and assistance. 

64. Camouflage 

a. Necessity for Camouflage. The continued 
survival of ordnance general support facilities 
in the field will depend greatly on the quality 
of their camouflage. A greater need for camou- 
flage will exist in barren and flat country than 
in wooded and hilly country. The unit com- 
mander must insure that all personnel under 
his control are familiar with the practical ap- 
plication of the provisions of FM 5-20. Every 
unit should secure and use camouflage nets. 
When properly erected, these nets are of great 
assistance in providing cover for the various 
elements of the unit. 

b. Camouflage Discipline. All personnel must 
be thoroughly instructed in the need for camou- 
flage discipline. Unit commanders, subordinate 
commanders, and section chiefs must exercise 
every means at their disposal to maintain ef- 
fective camouflage discipline, both within and 
adjacent to the maintenance shops and supply 
areas. Proper camouflage discipline will serve 
to prevent discovery from ground as well as 
aerial observation. Personnel must not be per- 
mitted to park equipment in exposed positions 
near field maintenance shops. Reflecting sur- 
faces such as headlight lenses and windshields 
must be covered. Care must be taken to avoid 
making new trails or tracks into the area, 
for these are readily observed from the air. 
Modern night photography techniques make it 
mandatory that camouflage discipline be strictly 
enforced during the hours of darkness as a safe- 
guard against revealing positions on aerial 
photos. 



Section VI. REAR AREA SECURITY AND DAMAGE CONTROL 



65. General 

a. Efficient mission performance by ordnance 
unit requires that adequate safeguards be pro- 
vided to protect personnel, equipment, and facili- 
ties from attack from any source — aircraft, mis- 
siles, enemy ground action, guerillas, or sabo- 



tage. Moreover, if an attack does occur, the 
defensive system should be such as to minimize 
the effects of damage and the interruption of 
operations. Each ordnance unit, therefore, is 
responsible for defense and security of its own 
area, for cooperation with other units in de- 
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fending a specific area containing a number of 
units, and for providing personnel for the com- 
position of organized area security forces, if 
necessary. 

b. In addition, the ordnance unit, by virtue 
of the types of equipment it employs and the 
skills of its personnel, plays a vital role in area 
damage control operations. It provides person- 
nel and equipment to assist in limiting the dam- 
age caused by mass destruction v?eapons, and 
to expedite repair of equipment or facilities and 
the removal of obstructions from roads and 
other areas of operations so that activity in these 
areas ean return to normalcy with a minimum 
of interruption. 

66. Organization and Responsibilities 

o. General. The defense of rear areas and 
provisions to minimize the immediate effects of 
a mass destruction attack or natural disaster 
are allied functions which must be considered 
concurrently to assure that damage due to enemy 
attack or natural disaster is limited, and to 
preclude further damage to installations, equip- 
ment, and personnel due to secondary effects 
of the attack (contamination, fires, and unsafe 
conditions of structures) or enemy foliowup 
action such as guerilla or airborne attack. Rear 
area security and damage control are accom- 
plished in two phases, and include those mea- 
sures taken prior to an attack or disaster and 
those measures taken during and following such 
an attack or disaster. 

(1) The measures taken prior to an attack 
are — 

(c) Adequate prior planning. 

(b) Organizing, equipping, and training 
area damage control personnel. 

(e) Organizing, training, and equipping 
a rear area security force. 

id) Dispersion and concealment. 

(e) Use of natural cover or any pro- 
tection afforded by terrain features 
in selecting sites. 

(/) Establishment of an efficient warn- 
ing system. 

(2) The measures taken during and im- 
mediately following an enemy mass 
destruction attack or natural disaster 
include — 



(c) Control of personnel and traffic 
(military and civilian). 

(b) Active defense against guerilla or 
airborne attack. 

(c) Fire prevention and firefighting. 

id) First aid and evacuation of casual- 
ties. 

(e) Protection against chemical, biologi- 
cal, and radiological hazards, includ- 
ing movement to abandon heavily 
contaminated areas. 

(/) Disposal of unexploded ammunition 
items. 

(flf) Initiation of salvage operations and 
the clearance of debris and other ob- 
structions from roads and instatla* 
tions so that normal operations may 
be resumed. 

(h) Distribution of emergency supply of 
food, clothing, and water. 

b. Organization. 

(1) Rear area security and damage control 
in a theater of operations which con- 
tains large numbers of installations 
and activities, and covers a large geo- 
graphical area, caftnot be adequately 
administered by a single controller. In 
such cases, the area must be divided 
into subareas, with subarea controllers 
appointed for each. 

(2) Each subarea will have the capability 
to minimize damage within its bound- 
aries, this capability being provided 
by units and installations located 
within the area. Each ordnance com- 
pany or larger unit is required to fur- 
nish a team, or teams, depending on 
requirements and the capabilities of 
the unit. These teams include light 
and heavy rescue teams, labor teams, 
and radiological monitoring or survey 
teams. 

(3) A key individual in the organizational 

chain for area damage control opera- 
tions is the incident officer. He coor- 
dinates the efforts of damage control 
personnel at the scene of the damage. 
Operational control over incident offi- 
cers is exercised by appropriate sub- 
area controllers. 
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(4) For additional information on the or- 
ganization for rear area security and 
damage control, see FM's 31-15 and 
100-10. FM 101-5 contains examples 
of forms to be used in administering 
rear area security and damage control 
plans. Figure 9 depicts a type organi- 
zation for rear area security and dam- 
age control in a field army service area. 

Role of Ordnance Units. 

(1) Each ordnance unit commander will 
survey his operations and make plans 
to lessen the possibility and effects 
of an attack, using all passive means 
of defense at his disposal. He also 
plans the action to be taken during the 
attack and what measures are neces- 
sary to resume mission operations 
after the attack. These plans are co- 
ordinated with the plans of other units 
by the subarea and rear area security 
controllers, in turn, and may be modi- 



fied or augmented so that the composite 
of individual plans will fit the require- 
ments of the area. 
(2) Ordnance units will usually furnish the 
following types of teams to assist in 
area damage control operations, 
(o) All companies. These units will each 
organize and equip one light rescue 
squad whose functions include res- 
cue and removal of casualties, first 
aid, and decontamination. 
(6) Ordnance general mpport, general 
automotive support, and recovery 
and classification companies. These 
companies will each organize and 
equip two heavj' rescue squads 
(equipped with jacks, cross-cut saws, 
wreckers or cranes, trucks, oxyacety- 
lene welding and cutting outfits, 
etc.) whose functions include rescue 
and removal of casualties, debris 
clearance, and decontamination. 
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CHAPTER 8 
COMMUNICATIONS 



67. Importonce 'of Good Communicotions 

Effective command and control of general and 
depot support units depend, in large measure, 
on the proper installation, operation, and main- 
tenance of communications channels. Communi- 
cations facilities are essentia] to coordinate the 
operations of the various elements of the unit; 
to expedite the transmission of information, 
orders, and requests among the various ele- 
ments of the unit; and to facilitate control and 
direction of the unit by higher headquarters. 

68. Methods of Communicotion 

a. GenercU. 

(1) Wire is the principal means of com- 
munication utilized by a general or 
depot support unit, especially when 
it is functioning in a depot support 
role. Most companies and some de- 
tachments, however, are equipped with 
radio sets. Most of these radio sets 
are mounted in vehicles and are used 
to provide communications between 
the unit headquarters and elements 
of the unit operating away from the 
headquarters, and between the general 
support unit and higher headquarters. 
For information as to the specific types 
and quantities of signal equipment au- 
thorized each unit, see the appropriate 
TOE. 

(2) When the use of radio or telephone 

facilities is impractical or impossible 
due to security reasons, damage to sig- 
nal equipment, jamming, or for any 
other reason, it may be necessary to 
utilize messengers. Personnel of the 
company not directly engaged in tech- 
nical mission operations should be 
utilized as messengers. 

b. Companies. The bulk of the communica- 
tions originating in a general or depot support 



unit will be transmitted by written message or 
telephone. Most companies are authorized a 
switchboard, and each of the platoons of the 
company is tied in to the switchboard, at com- 
pany headquarters. Elements of the company 
which are equipped with radios and are operat- 
ing away from the company area will maintain 
contact with company headquarters by radio 
(e.g., the recovery sections of the recovery 
and classification company). The headquarters 
switchboard will be connected to the nearest 
switching point of the area communications sys- 
tem to facilitate communications with higher 
headquarters. The headquarters radio is part 
of the ordnance battalion radio net. Radios 
should be used only for essential communica- 
tions, and messages should be as brief as pos- 
sible. 

c. Detachments. Most detachments are pro- 
vided telephones. Generally, switchboards are 
not provided; therefore, the detachment must 
have a line from the switchboard of the unit to 
which it is attached. Explosive disposal detach- 
ments are equipped with portable radio sets 
to facilitate voice communications between de- 
tachment headquarters and the various elements 
of the detachment. 

69. Instollotion ond Operotion of Focilities 
The installation and operation of communi- 
cations facilities will be in conformance with 
the signal operating instructions (SOI) and 
standing signal instructions (SSI) of higher 
headquarters. These instructions may be sup- 
plemented .by unit communications SOP's. 

70. Duties ond Responsibilities of Personnel 

a. General. The communications personnel of 
a general support unit include radio operators, 
switchboard operators, and wiremen. Some are 
communications specialists provided by TOE; 
others perform communications duties in addi- 
tion to their primary duties. For example, radio 
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operators are not always provided by TOE. 
When necessary, truck drivers, may be assigned 
this function as an additional duty. The op- 
erations and training of communications per- 
sonnel are supervised by the unit communica- 
tions officer, who performs this function as an 
additional duty. 

b. Communications Officer, The unit com- 
munications officer performs the following func- 
tions : 

(1) Keeps the commander informed on the 
communications situation. 

(2) Coordinates communications with high- 
er, adjacent, and attached unit. 

(3) Prepares communications plans a^d 
communications SOP's for the com- 
mander's approval. 

(4) Assists in the selection of the site for 
the unit command post. 

(5) Supervises the installation, operation, 
and maintenance of the unit's com- 
munications system. 

(6) Determines communications equipment 
and supply requirements. 

(7) Prepares extracts of current SOI's and 
SSI's for use by communications per- 
sonnel. 

(8) Supervises the training of communica- 
tions personnel. 

c. Wireman. The wireman installs and main- 
tains the field-wire communications system and 
performs organizational maintenance on the 
field-wire communications equipment of the unit. 

He will also operate the switchboard if the TOE 
does not provide for a switchboard operator. 

d. Radio Operator. The radio operator is re- 
sponsible for the proper use of the radio, for 
using correct radio procedure, and for operat- 
ing any cryptographic devices issued to the 
unit. He must be familiar with the SOI and 
SSI with respect to radio procedures, call signs, 
security, etc. He is also responsible for per- 
forming organizational maintenance on the 
radio equipment, for knowing its capabilities 
and limitations, and for knowing which other 
facilities are incorporated into the radio net of 
which the company is a part. If the TOE of 
the unit does not provide for radio operators, 
the unit commander should select operators and 
alternates and arrange for their training either 



at a school established for the training of op- 
erators or at a Signal Corps unit. 

e. Sioitchboard Operator. The switchboard 
operator installs, operates, and maintains the 
unit switchboard. He must know the techniques 
of installation and operation of field telephone 
equipment, the capabilities and limitations of 
this equipment, and the facilities incorporated 
into the communication system to which his 
switchboard is connected. In units not assigned 
a switchboard operator by TOE, this duty is 
performed by the wireman. 

71. Operations, Maintenance, and Training 

a. One of the first things a unit must do after 
arriving in a new area is to establish its in- 
ternal communications and notify higher head- 
quarters that it is ready to have external com- 
munications established. Once established, the 
communications system must be employed in ac- 
cordance with established communications pro- 
cedures. Users of communications equipment 
must be impressed with the necessity for main- 
taining security, and must be instructed to keep 
the number of messages to a minimum and to 
make the messages as brief as possible. 

b. In the performance of organizational main- 
tenance, personnel of the unit will follow the 
procedures contained in Signal Corps technical 
manuals covering the items of communications 
equipment issued to the unit. Field maintenance 
on this equipment and technical assistance will 
be provided by supporting signal units. 

c. The training of communications person- 
nel should be based on the provisions of FM's 
24-18 and 24-20. These publications discuss the 
employment, operation, capabilities, and limita- 
tions of radio and wire communications. 

72. Signal Corps Communications Responsibili' 

ties and Policies 

a. General. 

(1) The signal officer of each command 
echelon is responsible for the installa- 
tion and operation of an area communi- 
cation system designed to meet the 
requirements of command flexibility, 
mobility, and dispersion. In addition, 
he is responsible for providing com- 
munications for all of the echelons of 
the headquarters of the command with 
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which he serves. Access points to the 
intersectional communication system 
are provided by theater army logistical 
command. 

(2) Subordinate commands are responsible 
for providing interna] communications 
for their units within their organic 
capability. Commanders of all units 
and activities will submit their re- 
quirements for communications serv- 
ice to the nearest area signal center. 
The locations of these signal centers 
are normally found in paragraph 2c 
(SERVICE) of the applicable com- 
mand administrative order. Com- 
manders are also responsible for in- 
forming area signal centers of pending 
displacements or other changes which 
would increase, reduce, or terminate 
the requirement for communications 
service. 

6. Policies. 

(1) The signal officer of each major com- 
mand has the responsibility for de- 
termining the type and extent of com- 
mon user communications to be pro- 
vided to using units. This determina- 
tion will normally be exercised by the 
commander of each area signal center 
based on its capability and the policy 
guidance provided by the major com- 
mand. 

(2) Communication services provided by 
the area system to service support 
units take priority after that provided 
for combat units and combat support 
units. 

(3) Area signal centers will be discontinued 
when the number and type of units 
supported makes the continued use 
thereof uneconomical. Commanders of 
area signal centers being discontinued 
will coordinate technical arrangements 
with local pommanders to provide com- 
munications service for units and ac- 
tivities remaining in the area. 

(4) Access to the intersectional communi- 
cations system for nonmilitary activi- 
ties and agencies of allied governments 
will be in accordance with theater 
policy. 



(5) Point-to-point circuits will be estab- 
lished as required to support the mili- 
tary operation. The bases of these 
circuits will depend upon the traffic 
precedence and volume, and the tacti- 
cal necessity. 

(6) Subordinate non-Signal Corps units 
are forbidden to use indigenous com- 
munications facilities unless approved 
by the major command concerned. 

(7) Radio relay and microwave systems 
constitute the primary means of sig- 
nal communications in the theater, and 
therefore will have priority of site 
selection subordinate only to the re- 
quirements of combat units. 

(8) Units will not use sky-wave antenna 
equipment unless approved by the 
major command concerned. 

(9) Frequency interference which cannot 
be cleared within the jurisdiction of 
subordinate commands will be reported 
to the signal office of the major com- 
mand concerned. 

c. Security and Intelligence. 

(1) All units will take necessary steps to 
protect captured enemy communica- 
tions and electronics installations from 
unnecessary damage and will report 
the locations of these installations by 
the most expeditious means to the sig- 
nal office of the major command con- 
cerned. 

(2) Classified information will not be 
transmitted in the clear by electrical 
means except as approved by com- 
manders in those instances in which 
the nature of the information is such 
that enemy interception will have no 
effect on current or projected opera- 
tions. 

(3) Actual or suspected loss or compromise 
of SOI's, codes, ciphers, or crypto- 
graphic equipment will be reported to 
the signal officer of the major command 
concerned by the most expeditious 
means. 

(4) Suspected or confirmed enemy attempts 
to employ communications intelligence 
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techniques against friendly communi- 
cations systems will be reported imme- 
diately to the nearest available com- 
mand signal officer. Typical incidents 
which will be reported are — 
(a) Large volume of nonauthenticated 
or suspected spurious messages be- 
ing received. 



(6) Enemy jamming of radio circuits. 

(c) Discovered or suspected "taps" on 
wire systems. 

(d) Missing friendly messengers. 

(e) Loss, suspected loss, or compromise 
of communications documents, in- 
cluding classified clear-text mes- 
sages. 
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TRAINING 



73. Training Objective and Responsibility 

a. The training objective of ordnance service 
is to train individuals to become proficient in 
the performance of their assigned tasks and to 
further cross-train them in other related skills. 

b. The training of personnel of an ordnance 
unit is a command responsibility, and it must be 
conducted in such a manner that the efficiency 
and performance of the unit's mission will not 
be materially interrupted. 

74. Methods of Training 

a. The Army provides an extensive system 
of service schools to teach officer and enlisted 
personnel the special skills and knowledge re- 
quired to effectively perform their duties. It 
is desirable to have all personnel school trained 
and to take full advantage of the quotas au- 
thorized by these schools. Prospective students 
must be carefully screened to insure that they 
will be able to successfully complete the course 
of instruction. On-the-job training should be 
substituted for formal courses for repairmen 
helpers, when possible. 

6. Unit training is conducted utilizing as- 
signed personnel as instructors. This training 
supplements the service school system. It pro- 
vides special instruction and on-the-job training 
to those persons who have not previously re- 
ceived training at service schools. The person- 
nel to attend, subjects to be taught, instructors, 
facilities, and standards to be obtained are spe- 
cified by the unit commander based on direc- 
tives from higher headquarters. Items of equip- 
ment scheduled for maintenance should be used 
for instructional purposes whenever practicable. 
Unit training may be necessitated by the con- 
templated receipt of new equipment; changes in 
procedures, doctrine, mission, or method of op- 
erations; or special modifications to equipment. 

c. On-the-job training is that portion of unit 



training received during the actual performance 
of duty. It is potentially the most effective 
method available for the training of ordnance 
technical skills. Work itself is not training 
unless it is competently supervised in order that 
the proper method for correcting deficiencies and 
the application of approved methods and tech- 
niques can be effectively learned. The most ef- 
fective method of on-the-job training is group- 
ing experienced specialists with untrained per- 
sonnel. 

d. Periodic training conferences should be 
held during which new techniques or informa- 
tion are discussed and new requirements out- 
lined. Participants should be afforded an op- 
portunity to present their problems and pro- 
pose solutions. Conferences are effective only 
when participants acquire knowledge and reach 
a mutual agreement on the problems considered. 
To be effective, these conferences must be held 
with both supervisory personnel and selected 
specialists in attendance. 

75. Instructor Training 

Proper training requires the selection of com- 
petent officer and enlisted instructor personnel. 
However, it must be remembered that a good 
specialist is not necessarily a good instructor. 
The principles outlined in FM 21-5 and FM 21-6 
for selection and training of instructors should 
be followed. Personnel selected as instructors 
should be given special instruction in the follow- 
ing : 

a. Specialist training (this training should 
be the same course of instruction that students 
are to receive). 

b. Instructor training and controlled observa- 
tion (on-the-spot correction) . 

c. Preparing, conducting, and scoring tests. 

76. OfRcer Training 

Additional schooling must be scheduled for 
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officers to insure that they are familiar with 
their supervisory and managerial duties. Prac- 
tical exercises are even more important for the 
officer as he seldom has the opportunity to op- 
erate, service, and maintain pieces of equip- 
ment for which he has supervisory responsi- 
bility. 

77. Training Programs 

a. Army training programs (ATP's) are docu- 
ments published by the Department of the 
Army which provide guidance in the preparation 
of training programs and training schedules 
for specific types of troop units of the active 
Army and Reserve components. ATP's 9-201 
and 9-302 are applicable to ordnance units. ATP 
20-5 contains information on field exercises 
and maneuver training. ATP's are indexed in 
DA Pamphlet 310-3. 

b. Army Subject Schedules (ASubjScd) are 
used as guides in preparing lesson plans and 
practical exercises. They provide the subject 
matter to be presented and the references and 
training aids to be used in preparing and con- 
ducting the instruction. There are generally two 
basic types of subject schedules — MOS and non- 
MOS. The MOS subject schedule provides the 
instruction required for the potential qualifica- 
tion in an MOS, The non-MOS subject schedule 
provides training in subjects prescribed in 
ATP's for the training of individuals and units. 



Army subject schedules are listed in DA Pam 
310-3. 

c. Army training tests (ATT) are used to 

evaluate the ability of units, both tactically and 
technically. Test scores are indicative of the 
ability of a unit to accomplish its assigned mis- 
sion and show whether the individuals of the unit 
are MOS-qualified. The index for ATT's can be 
found in DA Pamphlet 310-3. 

78. Training Assistance 

a. Specific methods and techniques of mili- 
tary instruction are described in FM 21-6. In 
general, a review of FM 21-6 will assist the 
instructor in — 

( 1 ) Preparing lesson plans. 

( 2 ) Us ing trai ning aids properly . 

(3) Developing effective speech habits. 

(4) Administering tests. 

b. In addition to the assistance provided by 
formal publications (technical manuals, DA 
Pamphlets, Army training programs. Army sub- 
ject schedules, Army Regulations, and field 
manuals), the ordnanca unit commander has a 
valuable source of information in the form of 
service school special texts, lesson plans, and sub- 
ject schedules. These materials may be obtained 
by writing to the commandant of the respective 
service school. In addition, each service school 
offers a self-education program in the form of 
nonresident courses which can be invaluable 
to every member of the Ordnance Corps. 
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CHAPTER 10 
SAFETY 



79. Generol 

Since injuries and accidents can seriously 
hamper a unit's operations, an effective safety 
program is essential to the successful accom- 
plishment of all ordnance operations. This pro- 
gram must encompass all phases of operations. 
All personnel must be thoroughly indoctrinated 
in the proper handling of materiel, the safety 
procedures to be exercised when using tools and 
machinery, and the precautions necessary when 
handling or storing hazardous ordnance mate- 
rials. In addition, personnel must be impressed 
with the importance of constant vigilance to 
detect potential hazards, and encouraged to take 
remedial action to reduce or eliminate the dan- 
ger. They must also be required to report all 
accidents or safety hazards promptly. 

80. Sofety Orgonization 

A safety program has but one objective — 
the prevention of accidents. Any program set 
up for this purpose should be designed to cover 
all operations, taking into consideration any con- 
ditions peculiar to these operations. The pro- 
gram should be based on the provisions out- 
lined in AR 385-10. The implementation of the 
program necessitates the establishment of a 
safety organization consisting of a safety offi- 
cer, who is responsible for the supervision and 
coordination of all safe^ activities within the 
unit, and a safety committee consisting of sec- 
tion supervisors or foremen. This committee 
should hold meetings at regular intervals for 
the purpose of discussing preventive measures 
and any other pertinent information which may 
result in the reduction of accidents, elimination 
of hazards, or the improvement of safety prac- 
tices. 

81. Principles 

An effective safety program will depend on 



the proper application of the following principles 
of accident prevention. 

a. Creation and Maintenance of Active In- 
terest. The emphasis on safety must be vigorous 
and continuous. The best safety program in 
existence will soon deteriorate unless all per- 
sonnel are kept actively interested and are will- 
ing to participate in the program. The interest 
in safety should be maintained by appealing to 
the pride of all unit personnel, pointing out the 
responsibilities they have to themselves and to 
the unit. Any suggestions on the improvement 
of safety operations should be carefully con- 
sidered, and the individual making the sugges- 
tion should be given credit if the idea is adopted 
or an explanation if the suggestion is imprac- 
tical. Supervisors are particularly interested 
in the effect of accidents on efficiency and pro- 
ductivity. Furnishing supervisors with facts 
and figures to illustrate how accidents can affect 
the operation of their sections and, conversely, 
how increased demands on productivity can in- 
crease the frequency of accidents, is very ef- 
fective in maintaining their interest in the 
safety program. 

b. Fact Finding. 

(1) This principle refers to the assembling 
of essential information bearing upon 
accident occurrence and prevention. 
With regard to each accident, the fol- 
lowing facts should be determined : 

(a) Who was injured or what was dam- 
aged. 

(6) The time and place the injury or ac- 
cident occurred. 

(c) The severity (and often the cost 
of the injury or accident) . 

(d) The nature of the accident or injury. 

(2) For accident prevention purposes, it is 
necessary to supplement the above in- 
formation with facts concerning the 
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how and why of the accident; in par- 
ticular, the specific unsafe act com- 
mitted, if any, together with the reason 
for its commission and the nature of 
any specific mechanical or physical 
hazard, if one existed. If a tool or 
piece of equipment was a contributing 
factor, it should be determined whether 
the proper tool or piece of equipment 
was being used, whether it was being 
used properly, and whether it was de- 
fective. 

c. Corrective Action Based on Facts. The pre- 
vention of accidents depends upon the creation 
and maintenance of active interest in safety, 
which must be governed by the facts of the 
particular problem in question. Any correc- 
tive action that is finally adopted should be based 
on available and pertinent facts. These facts 
are not determined solely as a result of acci- 
dents. Near-accidents, too, must be reported, 
together with all available information, ao that 
existing hazards and unsafe procedures or con- 
ditions can be eliminated. Similarly, any pro- 
cedure or condition which might constitute a 
threat of the safety of the organization should 
be reported so that remedial action can be in- 
stituted. In this regard it has been proven that 
some individuals are accident prone. If ex- 
perience indicates that the same individual is 
repeatedly an accident victim, the individual 
should be placed in an assignment where he is 
least likely to endanger himself or others. 

82. Safety Plan 

A few of the elements that should be included 
in any safety plan are indicated below. This list 
is not all inclusive, but the more salient elements 
of a safety plan are : 

a. Accident Reporting. A definite procedure 
should be established for reporting accidents. 
The procedure should emphasize promptness and 
completeness of reporting all accidents or in- 
juries, no matter how slight. 

b. Cause Determination. The commanding 
officer, or a person designated by him, should in- 
vestigate all injuries or accidents to determine 
their causes and to take corrective action to 
prevent their recurrence. 

c. Eqvxpmeni Damage. Any accident result- 
ing in damage to equipment should be reported 



immediately. The continued operation of dam- 
aged equipment can result in injuries to per- 
sonnel. 

d. Fire Prevention. "No Smoking" signs 
should be posted wherever fire hazards exist. 
Smoking should be permitted only in designated 
safety areas. Gasoline, oil, and other flammables 
should be stored only in approved locations and 
in containers authorized for this purpose. 

e. Vehicle Operation. All personnel should 
be trained and qualified, if possible, to operate 
any vehicle or item of materials handling equip- 
ment used by the unit so that they can operate 
the equipment safely in emergencies. 

/. Firefigkting Equipment. Firefighting 
equipment must be available where and when 
needed, and all personnel should be familiar 
with its location and operation. This equipment 
should be inspected frequently to determine its 
serviceability. 

g. Special Clothing and Equipment. All per- 
sonnel must be thoroughly familiar with the use, 
location, care, and inspection of any special 
clothing or equipment which they may be re- 
quired to use. Moreover, when the nature of the 
job requires such clothing or equipment, its use 
should be rigidly enforced. 

83. Responsibilities 

a. Commander. It is the commander's re- 
sponsibility to insure that all activities of his 
unit are conducted in accordance with estab- 
lished safety rules. He is also responsible for 
determining the causes of accidents and for 
seeing that corrective action is taken to prevent 
their recurrence. When no existing safety rule 
applies or where a deviation from an estab- 
lished safety rule is desired, it is the responsi- 
bility of the unit commander to request estab- 
lishment of a new rule or permission to deviate 
from an existing rule. This request, including 
full particulars and detailed plans and specifica- 
tions, is submitted to the appropriate head- 
quarters. 

b. Supervisor. Supervisors and foremen ex- 
ercise direct daily supervision over operating 
personnel. In their daily contacts with person- 
nel on the job, they are in a position to per- 
sonally witness working conditions and the haz- 
ards to which operating personnel are exposed. 
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The supervisors and foremen are the persons 
through whom the full force and effect of all 
accident prevention measures find application 
in daily operations. They should call frequent 
and regular meetings to brief all personnel on 
safety procedures, to elicit any suggestions on 
the improvement of safety practices, and to 
publicize any newly adopted safety procedures. 
Such meetings should be held at the work lo- 
cations, and their objectives should be to brief 
all personnel on safe job performance for new 
and unusual work or routine jobs, and to reim- 
press workers with the need for constant alert- 
ness and observation of safety measures. This 
must be done so that familiarity with certain op- 
erations will not result in unwarranted shortcuts 
or laxity in job performance which could result 
in increasing the accident rate. The agenda for 
such meetings should include the following 
items: 

(1) The overall job and the end result ex- 
pected. 

(2) The why, how, and when of the job and 
any ideas from the group concerning 
improvement of methods and proce- 
dures. 

(3) The key points, steps, or actions that 
are required and the importance of 
proper handling of equipment at each 
step. 

(4) The part to be played by each man. 

The supervisor must make sure that 
each man understands his assignment. 

(5) The existing and anticipated hazards, 
and the steps that should be taken to 
cope with these problems. 

(6) The availability of special tools and 
equipment of the proper type to do 
a job, and how they should be used. 

(7) The need for prompt reporting of all 
injuries, accidents, or near accidents, 
and the importance of first aid when 
such action is required. 

(8) The need for constant vigilance to de- 
tect and correct unsafe practices and 
conditions so as to prevent accidents 
and injuries. 

(9) The establishment and implementation 
of definite routine safety inspection 
systems. 



c. Individtud Responsibility. All personnel 
should be made to realize that safety rules 
have been established for their protection and 
welfare. It is their responsibility to follow 
all instructions and to use all the safeguards 
incident to the use of tools, machinery, equip- 
ment, and processes. Cooperation between the 
workers and their sui>ervisor8, as well as co- 
operation among workers in the development and 
practice of safe working habits, is essential in 
order to prevent injuries to personnel and dam- 
age to materiel and facilities. 

84. Special Precautions 

o. There is a "right way" and a "wrong way" 
to use a tool or piece of equipment. Unless 
personnel are familiar with their tools and 
equipment and use them properly, injuries, loss 
of efficiency, and damage to materiel or facili- 
ties will result. All personnel should familiarize 
themselves with the tools and equipment they 
use. This information may be obtained from 
appropriate training manuals or training bulle- 
tins. A repairman, prior to undertaking the 
repair of items which are unfamiliar to him, 
should refer to the appropriate publication in 
order to determine any special precautions that 
should be taken. If necessary, the supervisor 
should be consulted on any points in question. 

6. The properties and characteristics of gaso- 
line make it one of the greatest potential hazards 
in any organization. All personnel should be 
familiar with the precautions to be taken in 
handling gasoline. These precautions are ex- 
plained in TM 10-1101. 

c. Many of the items with which ordnance 
personnel may come in contact are potentially 
hazardous to personnel and equipment because 
of their chemical properties. Included in this 
group are those items which result in explo- 
sions or explosively rapid burning when com- 
bined with each other or with other substances 
which are relatively safe otherwise ; those which 
are toxic or produce toxic fumes which result 
in damage to body tissues when inhaled, in- 
gested, or brought into contact with the skin; 
and those which have a corrosive effect on mate- 
rial. Some items, especially the liquid pro- 
pellants used in guided missiles, present a com- 
bination of these hazards. The precautions to 
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be used depend on the hazard involved. Some 
of the more dangerous items and the hazards 
they present are listed in table I, This list is 
merely a sample; it is not all inclusive. For 
additional hazards and detailed information on 
the precautions to be exercised in each case, see 
TM 9-1903 and the technical manual pertaining 
to the item of equipment or operation with which 
the hazardous item is associated. 

Table I. Partial List of Hogardous Items 



Itm 



Anhydrous ammonia - 



Analine 



Carbon tetrachloride 

Furfuryl alcohol 

Nitric acid 



Major Haxard 



Gaseous concentrations are flam- 
mable and explosive. Caustic 
— produces burns on contact 
with the skin. Toxic when in- 
haled. 

Flammable and highly toxic by 
inhalation, ingestion, or ab- 
sorption through the skin. 

Toxic through inhalation oi 
vapors, by ingestion, or by ab- 
sorption. 

Vapor concentrations may reach 
explosive limits. 

Extremely corrosive; produces 
toxic vapors; can cause serious 
damage to body tissues if ade- 
quate precautions are not 
taken. 



d. In general, ordnance class 11 and IV supply 
and maintenance units are seldom required to 
deal with ammunition other than that used for 
items of individual or unit armament. How- 
ever, items such as artillery and tanks moving 
rearward through evacuation channels may con- 
tain items of ammunition lodged in the gun tubes 
or lying loose in the hulls of the vehicles. More- 



over, the ordnance park company, which issues 
artillery and vehicles, is also responsible for 
combat loading those items. Regardless of the 
fact that ammunition personnel are usually 
available to render the special handling neces- 
sary (in the case of evacuated items containing 
ammunition, assistance from the nearest am- 
munition installation is requested; in the case 
of combat loading, the park company has am- 
munition personnel assigned), all personnel 
must be familiar with the precautions to be used 
in handling ammunition. These precautions are 
covered in FM 9-5 and TM 9-1903. 

e. The supply and maintenance of fire control 
equipment involves handling some electronic 
tubes which contain radioactive material, and 
others which are highly susceptible to implosion 
and the consequent scattering of fragments due 
to the high vacuum involved. In addition, the 
existence of extremely high voltages, the dangers 
posed by X-rays and radio frequency energy, and 
the presence of gases in some of these tubes 
present additional hazards to maintenance per- 
sonnel. For these reasons, extreme care should 
be exercised in handling and storing these items, 
and, if an accident occurs, first aid should be 
administered promptly and correctly. For addi- 
tional information on first aid and safety pre- 
cautions, see FM 21-11 and technical manuals 
pertaining to the equipment being handled. 

f. Personnel and vehicles should avoid contact 
with aerial or underground communication and 
power lines. Many power lines associated with 
Signal Corps equipment carry high voltages and 
are extremely dangerous to inexperienced per- 
sonnel who attempt to cut or move the lines. 
In addition, the destruction of communication 
or power lines may disrupt important signal 
networks. 
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APPENDIX I 
REFERENCES 



1. Army Regulations 

The DA Pam 310-series should be checked frequently for latest changes or revisions to publi> 

cations relating to material covered in this manual. 
1-65 Work Simplification. 

220-60 Battalions, Battle Groups, Squadrons ; General Provisions. 

220-70 Companies, General Provisions. 

320-5 Dictionary of United States Army Terms. 

320-50 Authorized Abbreviations and Brevity Codes. 
345-5 Personnel Management; Personnel Records. 

385-10 Army Safety Policy. 

611-201 Manual of Enlisted Military Occupational Specialties. 

611-202 Manual of Enlisted Military Occupational Specialties (Classified). 
700-5 Organization and Operation of Inventory Control Points. 

700-39 Electronic Failure Reports (Reports Control Symbol CSGLD-803) . 

711-16 Installation Stock Control and Supply Procedures. 

725-950 Local Purchase and Requisitioning of Ordnance Expendable Items (Except for 

Ammunition and Guided Missiles). 
735-35 Supply Procedures for TOE Units, Organizations, and Non-TOE Activities. 

750-5 Maintenance Responsibilities and Shop Operation. 

750-8 Command Maintenance Inspections. 

750-15 Maintenance Readiness and Field Maintenance Costs (Reports Control Symbol 

CSGLD-931). 

750-925 Spot Check Inspection and Reports; Ordnance Corps Materiel. 

2. Special Regulations 

310-30-15 Organization and Equipment Authorization Tables ; Personnel. 
605-105-5 Commissioned and Warrant Officer Personnel Military Occupational Specialties. 
605-105-6 Commissioned and Warrant Officer Personnel Military Occupational Specialties 
(Classified Series). 

715-110-50 Authorization for Local Purchase of Ordnance Supplies and Materials. 

3. Field Manuals 

5-20 Camouflage, Basic Principles and Field Camouflage. 

5-21 Camouflage of Fixed Installations. 

5-22 Camouflage Materials. 

9—1 Ordnance Service in the Field. 

9-3 Ordnance Direct Support Service. 

9-5 Ordnance Ammunition Service. 

19-40 Handling Prisoners of War. 

21-5 Military Training. 

21-6 Techniques of Military Instruction. 

21-11 First Aid for Soldiers. 

21-30 Military Symbols. 

21^0 Small Unit Procedures in Atomic, Biological, and Chemical Warfare. 
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21-41 Soldier's Handbook for Nuclear, Biological, and Chemical Warfare. 

21- 48 CBR Training Exercises. 

22- 100 Military Leadership. 
24-18 Field Radio Techniques. 

24- 20 Field-Wire Techniques. 

25- 10 Motor Transportation, Operations, 
27-10 The Law of Land Warfare. 

31-15 Operations Against Airborne Attack, Guerilla Action and Infiltration. 

100- 10 Field Service Regulations; Administration, 

101- 5 Staff Officers' Field Manual ; Staff Organization and Procedure. 

4. Technical Manuals 

9-1005 Instruction Guide; Ordnance Preservation, Packaging, Packing, Storage, and Ship- 

ping. 

9-1903 Care, Handling, Preservation, and Destruction of Ammunition. 

9- 2810 Tactical Motor Vehicle Preventive Maintenance, Supply, Inspection, and Training 

Procedures. 

10- 405 Army Mess Operations. 

10-415 Operation of Garrison Mess Equipment. 

10-1101 Petroleum-Handling Operations. 

19- 500 Enemy Prisoners of War. 
743-200 Storage and Materials Handling. 
743-200-1 Storage and Materiels Handling. 

5. Supplyr Bulletins 

9-48 Production Control Procedure for Automotive Shops. 

9-156 Ordnance Operational List of Specifications and Instructions for Packaging and 

Processing General Supplies. 

6. Army Training Programs 

9-201 Army Training Program for Ordnance of the Field Army. 

9-302 Army Training Program for Ordnance Service Type Units. 

20- 5 Army Training Program for Field Exercises and Maneuvers. 

7. Department of the Army Pamphlets 

20-300 Techniques of Work Simplification ; More Effective Use of Manpower, Equipment, 

Materials, Space. 
27-1 Treaties Governing Land Warfare. 

108-1 Index of Army Motion Pictures, Film Strips, Slides, and Phono-Recordingg. 

310-1 Index of Administrative Publications (Army Regulations, Special Regulations, De- 

partment of the Army Pamphlets, Commercial Traffic Bulletins, Military Traffic 
Management Bulletins, General Orders, Bulletins, and Circulars). 

310-2 Index of Blank Forms. 

310-3 Index of Training Publications (Field Manuals, Reserve Officers' Training Corps 

Manuals, Training Circulars, Armjj^ Training Programs and Mobilization Train- 
ing Programs, Army Subject Schedules, Army Training Tests, War Department 
and Department of the Army Po.sters, and Firing Tables and Trajectory Charts). 

310-4 Index of Technical Manuals, Technical Bulletins, Supply Bulletins, Lubrication 

Orders, and Modification Work Orders. 

310-7 Index of Tables of Organization and Equipment, Tables of Organization, Type 

Tables of Di.stribution, and Tables of Allowances. 

310-29 Index of Supply Manuals — Ordnance Corps. 

690-80 Administration of Foreign Labor During Hostilities. 
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APPENDIX II 

ORDNANCE GENERAL AND DEPOT SUPPORT UNITS 



1 ■ General 

This appendix contains general information on the mission, assignment, capability, mobility, 
and organization of general and depot support units. Both existing and proposed TOE units have 
been included. It should be noted, however, that TOE's are subject to frequent revision. More- 
over, as additional requirements develop or the need for specific services ceases to exist, new TOE 
organizations come into being and others are either eliminated or modified. When utilizing this 
appendix, the ordnance planner should note any TOE changes reflected in DA Pamphlet 310-7, 
and make allowances therefor. Proposed TOE's are identified by an asterisk. 



2. Companies, Battalian Headquarters Detach- 
ment, and Group Headquarters Detach- 
ment 

a. Ordnance General Support Company, TOE 
9~!}D (Mar 59). 

(1) Mission. To provide general support 
field maintenance for full track and 



combat vehicles, artillery, small arms, 

and instruments, and to provide limi- 
ted reconditioning support on a non- 
assembly line basis, within the extent 
of its capabilities, for unserviceable, 
reclaimable track vehicle and artillery 
components and assemblies for return 
to supply channels. 
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Figure 10. Ordnance General Support Company, TOE 9-8D. 
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Figure 11. Headquarters and Headquarters Detachment, Ordnance Maintenance and Supply Group, TOE 9-12D. 



(2) Assignment. Assigned to field army, 
communications zone, or independent 
corps. 

(3) Capabilities. Can support 2,646 auto- 
motive equivalents (track vehicle) ; 
672 artillery equivalents; 23,520 small 
arms equivalents; and 9,450 instru- 
ment equivalents. In addition, it is 
capable of limited reconditioning of 
100 track vehicle components and as- 
semblies and 30 artillery components 
in any 30-day period. 

(4) Mobility. Fifty-five percent. 

(5) Organization. See figure 10. 

6. Headquarters and Headquarters Detach^ 
ment, Ordnance Maintenance and Supply Group, 
TOE 9-12 D (Feb 58). 

(1) Mission. To provide tactical, techni- 
cal, and administrative command of 
ordnance troops. 

(2) Assignment. To field army, independ- 
ent corps, or communications zone. 
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(3) Capabilities. Provides command, con- 
trol, staff planning, and supervision of 
three to five ordnance battalions. 

(4) Mobility. Sixty-five percent. 

(5) Organization. See figure 11. 

c. Ordnance Field Supply Company, TOE 9- 
57R (Apr 55). 

(1) Mission. Receipt, storage, and issue 
of ordnance class II and IV general 
supplies and equipment included in a 
field army, except wheel and track 
vehicles and artillery. 

(2) Assignment. Normally assigned to field 
army or independent corps. May be 
assigned to a communications zone. 

(3) Capabilities. Supports a balanced force 
of all arms, furnishing class II and 
IV ordnance supply (except vehicles 
and artillery) for approximately 
25,000 troops of a field army. 

(4) Mobility. Fifty percent. 

(5) Organization. See figure 12. 
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Figure Ig. Ordnance Field Supply Company, TOE 9-S7R. 



d. Headqtuirters and Headquarters Detach^ 
ment, Ordnance Maintenance and Supply Bat- 
talion, TOE 9-76D (Mar 59) . 

(1) Mission. To provide command, admin- 
istrative, technical, and operational 
supervision for ordnance maintenance 
and supply companies. 

(2) Assignment. To field army, communi- 
cations zone, or independent corps. 
This unit is normally attached to a 
Headquarters and Headquarters De- 
tachment, Ordnance Maintenance and 
Supply Group, TOE 9-12D. 

(8) Capabilities. Performs the above mis- 
sion for three to seven ordnance com- 
panies. 

(4) Mobility. Sixty-five percent. 

(5) Organization. See figure 13. 

e. Ordnance Park Company, TOE 9-1S7D 
{Jan 58). 

(1) Mission. 

(a) To receive, store, maintain in stor- 
age, prepare for issue, and issue end 

AGO 24MA 



items of wheel and track vehicles 
and artillery (towed and self-pro- 
pelled) to army or communications 
zone units or as otherwise assigned. 
(6) To stock necessary quantities of 
items of other services essential for 
combat loading and to combat load 
all vehicles when operating in the 
field army area. 

(2) Assignment, To field army or com- 
munications zone. 

(3) Capabilities. At full strength this unit 
has the following capabilities — 

(a) Operates a park of 3,600 automo- 
tive equivalents or 1,800 gas-con- 
suming vehicles of which 40 percent 
may be combat vehicles with a pro- 
portionate number of trailers, and 
135 artillery pieces (including SP) . 

(6) In each 30-day period it is capable 
of performing all operations inci- 
dent to the issue of 1,800 vehicles 
and 135 artillery pieces (including 
SP). 
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Figure 13. Headquarters and Headquarters Detachment, Ordnance Maintenance 
and Supply Battalion, TOE 9~78D. 



(c) Each storage platoon can support 
one-third of the above capabilities 

when operating with the unit cr 
when operating apart from the com- 
pany and attached to another unit. 

(d) When operating in one location in 
the communications zone, augmented 
by sufficient auxiliary personnel, the 
capabilities of the company can be 
increased 100 percent. 

(4) Mobility. Seventy percent. 

(5) Organization. See figure 14. 

/. Ordnance Recovery and Classification Com- 
pany, TOE 9-167R {Mar 55) . 

(1) Mission. To establish and operate col- 



lection points within the field army 
service area for the receipt and classi- 
fication of unserviceable ordnance gen- 
eral supplies and similar captured 
enemy materiel ; to ship them to main- 
tenance facilities as required; to aug- 
ment battlefield recovery and evacua- 
tion facilities organic to tactical units 
or ordnance direct support units. 

(2) Assignment. Norma% assigned to the 
field army service area. May be at- 
tached to Headquarters and Head- 
quarters Detachment, Ordnance Bat- 
talion, TOE 9-76D. 
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Figure H. Ordnance Park Company, TOE 9-137D. 
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Figure 15. Ordnance Recovery and Classification Company, TOE 9-167R. 
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Figure 16. Ordnance General Automotive Support Company, TOE 9-197D. 



(3) Capabilities. Provides support as 
stated above. 

(4) Basis of allocation. One per corps or 
equivalent army troops. 

(5) Mobility. One hundred percent. 

(6) Organization. See figure 15. 

g. Ordnance General Automotive Support 
Company, TOE 9-197D {Mar 59). 

(1) Mission. To provide general support 
field maintenance for wheel vehicles 
and trailers, and to provide limited 
reconditioning support on a nOnas- 
sembly line basis, within the extent 
of its capabilities, for unserviceable, 
reclaimable wheel vehicle components 
and assemblies for return to supply 
channels. 

(2) Assignment. Assigned to field amij', 
communications zone, or independent 
corps. 

(3) Capabilities. Supports 2,862 uatomo- 
tive equivalents (wheel vehicle) . In 
addition, it is capable of limited re- 
conditioning of 125 to 150 wheel 
vehicle engines, 625 power train com- 
ponents, and 1,800 fuel and electrical 
system assemblies in any 30-day 
period. 

(4) Mobility. Fifty percent. 

(5) Organization. See figure IG. 

h. Ordnance Gwded Missile General Support 
Company, TOE 9-227D {Mar 59). 



(1) Mission. To provide general support 
maintenance in a theater of operations 
for all nonexplosive components of the 
NIKE and CORPORAL missiles and 
all ordnance materiel of the ground 
guidance, launching, and handling 
equipment not allied with automotive 
or conventional mechanical equipment. 

(2) Assignment. Assigned to a field army 
or communications zone. 

(3) Capabilities. Provides backup general 
support maintenance for five to six 
NIKE direct support detachments and 
two to three CORPORAL direct sup- 
port detachments. 

(4) Mobility. Fifty percent. 

(5) Organization. See figure 17. 

i. Ordnance Tire Rebuild Company, TOE 9- 
Si.7R {Apr 55). 

(1) Mission. To receive, inspect, classify, 
and repair or rebuild all types and 
sizes of unserviceable pneumatic tires 
and tubes (except rebuild of earth- 
mover type tires) for return to depot 
stocks. 

(2) Assignment. Normally assigned to the 
communications zone, to an ordnance 

battalion engaged in rebuild activities. 

(3) Capabilities. Capable of retreading 260 
tires and making 304 sectional repairs 
each 24 hours. 
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Figure 17. Ordnance Guided Missile General Support Company, TOE 9-227D. 
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Figure 18. Ordnance Tire Rebuild Company, 
TOE 9-3I,7R. 

(4) Mobility. Fixed. 

(5) Organization. See figure 18. 

j. Ordnance Collecting Point Company, TOE 
9-358R (AprS5). 

(1) Mission. Establishment of collecting 
points within the communications zone 
for the receipt, classification, disas- 
sembly, preservation, and disposition 
as directed of ordnance materiel re- 



ceived from communications zone 
maintenance channels or from field 
army collecting points. 

(2) Assignment. Assigned to the communi- 
cations zone. Normally attached to an 
Ordnance Battalion, TOE 9--76D. 

(3) Capabilities. 

(a) Performs its mission in support of 
22,000 end items of automotive and 
artillery materiel in the theater, 
based on end item equivalents. 

(b) Capable of operating two collecting 
sites for a limited period of time. 

(4) Mobility. Thirty percent. 

(5) Organization. See figure 19. 

k. Ordnance Suwly Depot Company, TOE 9- 
S67R {Apr 55) . 

(1) Mission. To establish and operate ord- 
nance class II and IV supply depots 
for distribution to combat zone sup- 
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Figure 19. Ordnance Collecting Point Company, TOE 9SS8R. 
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Figure 20. Ordnance Supply Depot Company, TOE 9-367R. 



ply installations, and storage and dis- 
tribution within the communications 

(2) Assignment. To the communications 
zone as needed. 

(3) Capabilities. Can issue or ship 170 



short tons of ordnance class II and IV 
supplies per day and concurrently per- 
form all of the operations incident to 
the receipt and storage thereof. 

(4) Mobility. Fifteen percent. 

(5) Organization. See figure 20. 
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3. Teams and Detachments Having General or Depot Support Capabilities 

See tables II and III. 



Table II. Ordnance Service Organiiation, TOE 9^00R 







Support 


Hiaston, eap&bility, or 


TOE 


Team 


Title 


ndc 


bub of ual^ment 


pcivonnel 


AA 


Platoon headquarters, component 


All 


Command 
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AB 


Platoon headquarters, separate 


All 


Command 
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AC 


Company headquarters 


All 


Command 
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BA 


General supply, basic 


All 


10 Short tons per day 


16 


BB 


General supply, augmentation 


All 


Augment team BA, 10 short tons per 


14 








day. 




BE 


Recovery 


DS-GS 


Support 15,000 troops 


. 22 


CD 


Tire repair 


GS 


Support 60,000 troops 


17 


EA 


NIKE general support 


GS 


Support 4 NIKE detachments FA (TOE 
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9-510R). 




EB 


CORPORAL sreneral support 


GS 


Support 1 to 2 CORPORAL detach- 
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ments, FB (TOE 9-510R). 





Table III. Ordnance Specialized Service Detachments, TOE 9-510R 



Detach- 
ment 


TlUe 


Support 
role 


Hiuion, capability, or bull 
of aaaisninent 


TOE 
pcnonnel 


AA 


Explosive disposal 


All 


8 per field army 


10 


AB 


Explosive disposal, augmentation 


All 


1 per 8 detachments A A 


14 


AC 


Explosive disposal, control 


All 


(See TOE) 
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BA 


Ballistic and technical service 


All 


(See TOE) 
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BB 


Technical intelligence 


All 


1 per field army 


6 








1 per corps 




BC 


Technical intelligence, control 
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1 per field army or 1 per 6-8 detach- 
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ments BB. 




CA 


Heavy antiaircraft artillery repair 


DS-GS 


1 per 3 heavy AAA battalions 
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CB 


Heavy antiaircraft artillery repair, 


DS-GS 


1 per each AAA battalion over 3 as> 
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augmentation. 




signed to detachment CA. 
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13 
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APPENDIX III 
SAMPLE EVACUATION INSTRUCTIONS 



HEADQUARTERS 
11th ORDNANCE GROUP 
APO 4 U. S. ARMY 

21 July 1960 

SUBJECT: Evacuation of Ordnance Mateviel 
TO: Commanding Officer 

14 th General Support Battalion 

Fifteenth U. S. Army 

As directed by Administrative Order No. 6, Head- 
quarters, Fifteenth U. S. Army, all unserviceable U. S. 
and foreign ordnance materiel will receive disposition 
by the 886th Recovery and Classification Company as 
follows: 

1. Materiel classified for repair by general support 
will be job ordered to the following units: 

a. 801st GS Co. 

b. 820th GAS Co. 

c. 822d GAS Co. 

2. Materiel beyond the capability or capacity of these 
units will be evacuated to the 19th Ordnance Bn (M&S). 

3. Materiel classified for depot maintenance will be 
evacuated directly to the 7th Ordnance Bn (Depot). 

4. All materiel classified for zone of Interior rebuild 
will be turned over to the transportation oflicer for ship- 
ment as follows: 



a. Armament: 

Commanding Officer 

U. S. Army Ordnance Arsenal, Rock Island 

Rock Island, Illinois 
6. Automotive: 

Commanding Officer 

U. S. Army Ordnance Arsenal, Detroit 

Detroit, Michigan 
c. Guided Missiles: 

Commanding Officer 

U. S. Army Ordnance Arsenal, Redstone 

Huntsville, Alabama 

5. Foreign materiel will be evacuated as directed by 
68th Ordnance Detachment, Technical Intelligence. 

6. Needed reparable components will be reclaimed 
from uneconomically reparable end items, and will be 
job ordered to the general support units listed in para- 
graph 1 above for repair and return to supply channels. 

7. Repaired end items from maintenance units of this 
headquarters will be returned to supply channels. 

8. Residue of unserviceable materiel and uneconomi- 
cally reparable materiel will be disposed of through 
quartermaster disposal channels. 

I. WILL SALVAGE 
Colonel, Ord Corps 



70 



AGO 2484A 



APPENDIX IV 
SHOP RECORDS AND REPORTS 



1. General 

Records and reports are an integral part of 

the general support unit's maintenance shop 
operation. Certain records and reports are nec- 
essary to notify personnel of the work to be 
done, to inform key personnel on the status of 
work, to maintain supplies at a level which 
will sustain maintenance operations, and to 
keep commanders informed. The principal 
records and reports common to the operating 
of a general support unit are listed in this ap- 
pendix. Note that all the forms discussed will 
not be applicable to each unit ; some will be used 
by supply units, and others by maintenance 
units. Moreover, additional records and reports 
may be required by higher headquarters. All 
unnumbered forms will be reproduced locally 
under provisions of AR 310-1. 

2. Work Request and Job Order, DA Form 81 1 

(fig. 21) 

a. The DA Form 811 is both a work request 
and a job order. It furnishes the necessary in- 
formation as to what work is to be performed on 
a particular item or items of materiel. When 
completed, it serves as a record of the mainte- 
nance that has been performed on equipment. 

h. The worjt request portion of this form con- 
tains a description of the work requested and is 
prepared in four copies by the individual or 
organization requesting the work. All copies 
of the DA Form 811 are presented to the con- 
trol office. A separate DA Form 811 will be 
prepared for each large end item received from 
a direct support unit. One form, however, may 
be used to request work on a number of like 
assemblies or smaller items. Similarly, collect- 
ing points will usually prepare one work re- 
quest for a group of like items. 

c. The job order portion of the form speci- 
fies the nature of the work to be performed in 



the maintenance unit's shops, and indicates the 
routing of work through the shops. This por- 
tion of the form is completed by the initial 
inspector and the control office. Whereas the 
work request portion of the DA Form 811 is 
general in that it requests a certain end result 
such as repair of an engine, the job order lists 
specific actions that must be accomplished by 
designated shop sections to accomplish the re- 
pair. Figure 22 illustrates how the DA Form 
811 and accompanying paperwork are routed 
through a general support maintenance com- 
pany's shop. In order to protect the forms used 
and to preserve their legibility, paperwork 
routed through the shop is placed in a grease- 
proof envelope (nosebag). 

3. Supply Records 

a. All of the forms indicated below are not 
applicable to all general support units. The 
particular forms used depend on whether 
formal or informal accountability is being 
maintained and whether the technical mission 
of the unit is one of maintenance or supply. 
For information on the forms applicable in 
each case, a description of the forms, and pro- 
cedures regarding their use, see AR's 711-16 
and 735-35. These regulations also contain 
information on the forms used to make stock 
record adjustments (DA Form 444, Inventory 
Adjustment Report; DD Form 200, Report of 
Survey) . 

(1) Request for Issue or Turn-In, DA 
Form 1546. This is a seven-part 
form used by supply sections to 
initiate a demand or turn-in for a 
single item. 

(2) Titie Insert, DA Form 1297. The title 
insert is a single part form which 
provides spaces for the stock number, 
FIA code, description, location, au- 
thorized stock level, "Remarks," and 
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CONTROL OFFICE 



INSPECTION SECTION 



SHOP SECTIONS 



SUPPLY SECTION 



RECEIVES 4 COPZSS OF 8ll lECORCS 
(VEAPCrS ItECOHD BOOK, ETC J tJW 
REQUESTEH. 
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JOB ORDER rOJMSER: HAKES Hn^t OV JOB 
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JOB OBDEB FILE (DA 9-dO) , PirrS 6ll(l) IM 
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Bill \ imP| 
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Figure 22. Job order flow ekart. 
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other appropriate data. It will be 
prepared and inserted in the visible 
file for all repair parts authorized for 
stockage at the using unit or organi- 
zation only upon the original demand 
for these items. 

(3) Change Card, DA Form ir>45. This 
card is used to indicate a stock num- 
ber change of an item. The old stock 
number is entered in the upper por- 
tion of the card, and the new number 
in the lower portion. The card is in- 
serted in the visible file in front of 
the title insert bearing the old stock 
number. 

(4) Stock Accounting Record, DA Form 
1296. This is an accounting form on 
which to record transactions affecting 
the status of an individual item. 

(5) Demand Data Card, DA Form ISOO. 
This is a prepunched and interpreted 
EAM card on which to record stock 
control quantitative elements for the 
computation of requisitioning objec- 
tives and requirements or excesses 
and to record due-in and followup 
action on replenishment requisitions 
or excess reports. This card provides 
a method of transmitting demand 
data to the agency prescribed by the 
heads of technical services. 

(6) Due-Out Card, DA Form 1298. This 
form is used to record obligations to 
other activities or installations. 

(7) Due-In Card, DA Form 1299. This 
is used to record anticipated receipts 
other than those recorded on the de- 
mand data card. 

b. The Parts Requisition, DA Form 9-79 

(fig. 23) is used to list all the requirements for 
repair parts to accomplish repair of the item 
or items listed on the DA Form 811. It is 
prepared by the inspector, the shop clerk, or 
both, based on the requirements indicated as a 
result of initial inspection. This form is sub- 
mitted to the supply section for issue action. 

4. Job Order File, DA Form 9-80 

This is an envelope which is used in the con- 
trol office to hold the appropriate copies of DA 



Form 811 and other records pertinent to 
materiel while work progresses through the 
shops. When DA Form 9-80 is not available, 
any suitable envelope may be used. The 
various job order envelopes are kept in appro- 
priate locations of the tub file corresponding 
to the work to which they pertain. 

5. Daily Summary of Operations 

(fig. 24) 

Each shop section is responsible for report- 
ing a summary of its daily operations to the 
office. The summary of operations reflects the 
activity of the shop section. It indicates back- 
log from previous days, the number of items 
received, the number completed, the balance of 
work on hand, the number of job orders closed 
out, and the percentage of the monthly main- 
tenance load completed to date. Summaries of 
operations are prepared by section foremen, 
after which they are checked and submitted to 
the control office through the respective shop 
officers. A sample format is shown in figure 
24. 

6. Job Order Register 
See appendix V. 

7. Unsatisfactory Equipment Report, DA Form 

a. The Unsatisfactory Equipment Report, 
DA Form 468, is provided as a means of direct 
communication between the equipment user and 
the chief of the technical service responsible 
for the design of the equipment. The unsatis- 
factory equipment report (UER) is used to 
advise the chief of the technical service of 
equipment failures resulting principally from 
faulty design or manufacture. 

b. The UER may be filled out by anyone, 
signed by the officer responsible for the use or 
maintenance of the equipment (such as motor 
officer, company commander, or platoon leader) 
and two copies are mailed directly (not 
through channels) to the chief of the technical 
service. In the case of ordnance equipment, 
UER's are mailed directly to — 

Office, Chief of Ordnance 
ATTN: ORDFM 
Washington 25, D. C. 
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Figure 25. jPocts Requisition, DA Form 9-79 (sample). 
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c. The form is self-explanatory. It is im- 
portant, however, to remember that the com- 
pleted form will be only as effective as the 
information entered thereon. It is essential, 
therefore, that each form be as complete as 
possible and every known detail be provided 
so that the technical service has sufficient data 
to evaluate the failure reported. 

8. Guided Missile Campanent Evaluation Data 

Report, DA Form 9-110 

This form is used to report failure of indi- 
vidual guided missile components (electronic, 
mechanical, hydraulic, etc.). This form is re- 
lated to DA Form 468 (Unsatisfactory Equip- 
ment Report). A separate report will be sub- 
mitted for each failure that occurs. AR 700- 
37 fully explains the procedures to be followed 
in using this form. 

9. Group Lobar Record 

(fig. 25) 

Each supervisor or foreman responsible for 
one or more functions will initiate a group 
labor record for each function, using a form 
similar to the one shown in figure 25. This 
form lists all the personnel assigned to the 
section making the report, together with the 
total number of man-hours devoted to each 
function per day and the number of personnel 
employed in each function. When used cor- 
rectly, this' form will provide a comparison be- 
tween the total number of men available to 
each section and the total number of men em- 
ployed in accomplishment of the section's func- 
tions. The percentage which results is an 
indication of the effective utilization of per- 
sonnel within the section. Individual forms 
from all sections of the company are consoli- 
dated by the control office for submission to 
higher headquarters. 

10. Quarterly Maintenance or Spot Check for 

Wheeled Vehicles— Wheeled Trailers, DA 
Form 461 
(fiff. 26) 

This form is used for the inspection of wheel 
vehicles and trailers entering or leaving ord- 
nance shops. It is a checklist for the major 
functions of a vehicle. Columns are provided 
to show what the inspector determines is neces^ 



sary to repair the vehicle. When the form is 
to be used for a particular vehicle, the items 
which do not apply are crossed out. The 
inspection section prepares a DA Form 461 on 
each vehicle entering the shop. 

1 1 . Quarterly Maintenance or Spot Check for 

Trocked Vehicles — Tracked Trailers, DA 
Form 462 

This form is identical in format and use to 
DA Form 461, except that it is designed and 
used for full-track vehicles only. 

12. Quarterly Maintenance or Spot Check for 

Armament and Fire Control, DA Form 

2146 

This form is provided to maintenance per- 
sonnel for recording spotcheck and technical 
inspections on armament and fire control 
equipment. It is prepared in the same manner 
as the DA Form 461. 

13. Inspection Form for Small Arms 

(fig. 27) 

A sample form for the inspection of small 
arms is shown in figure 27. This form should 

be locally reproduced. 

14. Rejection Memorandum, DA Farm 829 

This form is used by the inspection section 
to reject an item on final inspection. An item 
is rejected when additional repairs are needed. 
The deficiencies which must be corrected are 
listed on the rejection memorandum. 

15. Mointenonce Readiness and Field Main- 

tenance Cast, DA Farm 1510 

This report is required by AR 750-15 once 
each quarter. It contains a complete summary 
of .shop operations over that period of time. 
This summary requires so much detailed data 
on equipment supported, parts used, number 
of jobs completed, man-hours expended, etc., 
that procedures should be set up to accumulate 
this information continuously. Sources would 
be daily summaries of operations, job orders, 
group labor records, etc. Periodically, higher 
headquarters requires a report of all equip- 
ment deadlined in ordnance shops. Deadlined 
equipment should not include equipment which 
is undergoing preventive maintenance services ; 
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Figure 26. Quarterly Maintenavce or Spot Cheek for Wheeled Vehiales — Wheeled Trailers, DA Form 461 (sample). 
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Figure 26 — Continued. 
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Figure 27. hisiteetiov form for small arms (sample). 
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RirLES AND CARBINES 



Seri«l NuTnb«r 


BOH£ 


Hud 
Sp«ce 


Bolt 


Trigger 


S.ghtft 


Stftck 


safety 

• nd 
Cutoff 


• 


Neica And Corr«ctiv« Action 






7IZ0M.* 






















T/o<»«e 






















•Ml/1 














* /■< 































































































































































































































































































































































































section VI. 

PISTOLS A-ro REVOLVERS 



Scrtkt Murnb«r 


Barral 




Hcceivc r 
or 
Frame 


Action 
Group 


Grip 




* 

Modif. 


NotBi and Cflrr«etiv« ActloHi 


J/lrf/ 


















AT"** - 







































































































































































































•Hbvi all mKlifleftUQn aulhoriaad by MWQ or TB barn nuda > U not. indicate wAich arc mitling 

LECCNO: LP-Llghlly pillad. BP-B*dly piltsd; UP-Unaarvieivbiy pilt|d; V indlcataa "Sattaractory": X indlcataa 
'■Repair*'; XX indicaMi "Raplacc-' Wlien p»n« ar* untirvlcaabl*. mark ''U" In |trep«r MLtimn. Under "Hotra,** 
<aif jr any dif«eti not ■honm in coiumna, or amplify abbraviatcd noiai abovn In coLunina. Whan r»palrfd. circle 
Iha action t«k«n and antar initiate in risM han4 coivmn. 



Figure 27 — Continued. 
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ORDNANCE DEPOT SHOP 

MODIFICATION AND PUBLICATIONS 

19, 

(origiiMl entry) 

Item M'iklfll _: Serlet 



SOFVUC MAKUAL tm tb SB LO MWO 



Last Entry Made On Involving By 

(Date) (Publication) (Last Name) 



Figure 28. Modification and publications data (sample). 



instead, only that equipment which cannot per- 
form its designated mission should be included. 

16. Publications Doto 

(fig. 28) 

Cards may be prepared listing all Depart- 
ment of the Army publications which pertain 
to each separate item of materiel. These cards 
provide a Convenient way in which all tech- 
nical bulletins, technical manuals, modification 
work orders, and maintenance letters may be 
tabulated so that all the information which 
pertains to any one item of ordnance materiel 



is listed in one place. Shop personnel should 
use these cards as an index to the latest infor- 
mation on materiel being processed by the 
shops. Figure 28 is a sample of such a card. 

17. Modificotion Data 
(fig. 28) 

Cards should be prepared listing pertinent 
data on each modification work order received. 

This information may be added to that, on the 
publications data card and the same card used 
for both purposes. 
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APPENDIX V 
PRODUCTION CONTROL 



1. Definition and Explanation 

a. Production is accomplished by balancing 
the workload within the unit to eliminate over- 
loads or underloads, by knowing the status 
and quantity of work in each of the shops in 
order to prevent bottlenecks, by controlling the 
quality of work performed by repairmen, and 
by improving operational procedures. 

b. Overload conditions in any of the shop 
sections can seriously delay repair operations 
to the detriment of the unit's overall mainte- 
nance mission. These overload conditions can 
result from improper routing of work initially ; 
the' inability of repairmen to keep pace due to 
the influx of a large number of like jobs for 
any reason; or performing jobs that should 
have been evacuated. When overloads occur, 
corrective action should be taken to eliminate 
both the overload and, if possible, the factors 
contributing to it. 

(1) The first step in the prevention of 
overloads is the adequate distribution 
of work among the various shop sec- 
tions in a manner that will keep all 
sections working at or near capacity. 
This requires careful planning of the 
routing of jobs entering the shop. 

(2) When overloads and underloads de- 
velop despite careful routing, the 
problem may be resolved by rerouting 
work or by supplementing the per- 
sonnel strength of the overloaded 
section by the temporary addition of 
personnel from sections which are 
working below capacity. The shift- 
ing of personnel, however, must take 
into consideration individual capabili- 
ties. When personnel of a unit are 
cross-trained in several specialities, 
this becomes less of a problem. 

(3) Rerouting is accomplished, when 



necessary, to change the sequence of 
repair operations. This may involve 
movement of the item to another shop 
section or, if movement is impractical 
due to the partial disassembly of 
bulky equipment or other factors, 
repairmen from other sections may 
be moved to the job. 
(4) If a lack of repair parts becomes a 
factor in creating backlogs, imme- 
diate steps should be taken to expedite 
the supply of the necessary parts; in 
the meantime, those maintenance 
operations which do not require parts 
or for which parts are available 
should be performed. 

c. Production planning and control opera- 
tions will vary from one maintenance unit to 
another, for no one system can satisfy the re- 
quirements of all types of maintenance shops 
operating under different conditions and sup- 
porting various types and quantities of ord- 
nance materiel. Control problems in a shop 
which receives a variety of jobs and processes 
each job individually as soon as possible after 
receipt will, for example, differ considerably 
from problems in a shop which accumulates 
quantities of like items for processing by pro- 
duction line methods. However, the general 
procedures presented in this section can be used 
as a guide to develop a procedure to meet any 
requirement. (SB 9—48 also gives informa- 
tion on production control in ordnance mainte- 
nance shops.) Production control is the 
responsibility of the shop officer. If the pro- 
duction control operation is to be effective, it 
is imperative that the shop officer have a 
thorough knowledge of the mission and func- 
tioning of the entire unit. He must be 
thoroughly familiar with the capabilities and 
capacities of the individual sections. 
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2. Principal Tools of Production Control 

Effective control demands prompt action 
based on information which is Itept current and 
readily available. It requires a continuous flow 
of current data from all sections of the unit. 
Four of the most important tools of production 
control are : 

a. Production Control Board. 

(1) The control board is a device used by 
the control office (shop office) to 
present visuftl, up-to-date information 
on the location of jobs within the 
shops and the load conditions of the 
various shop sections. It presents an 
accurate picture of the distribution 
of work within the maintenance shops 
and is extremely useful in promptly 
answering queries pertaining to spe- 
cific jobs and in determining how 
work should be routed or rerouted due 
to conditions existing in the various 
shop sections. 

(2) The board is designed and constructed 
by the unit to satisfy the requirements 
of the unit. It is divided into sections 
for the various types of materiel 
maintained, with these sections being 
further subdivided to indicate the 
shop sections or operations which are 
involved in the maintenance process. 
The status of jobs, the progress of 
each item through the shop, and the 
load conditions of the various sections 
are indicated by the utilization of 
small tags, each representing a job 
order, which are moved from one sec- 
tion of the control board to another 
as the location of the job within the 
shop changes. The shop location of 
jobs reflected by the production con- 
trol board should always coincide 
with the location noted in the tub file, 
and each of these tools acts as a check 
on the other to assure that both are 
kept up-to-date. A sample of a con- 
trol board that might be used in an 
ordnance general support company is 
shown in figure 29. This sample may 
be used as a guide to design a specific 
board to meet any requirement. 



(3) The proper use of the control board 
tag enables the control office to quickly 
check the shop location of work. 
This tag varies in size according to 
the size of the board and the amount 
of information that is desired to be 
placed on the tag. Enough informa- 
tion should be included on the tag so 
that the job is readily identified. This 
information usually includes the job 
order number, designation of the re- 
quester, and the date received. Tags 
of different colors are usually used to 
represent priority: a RED tag to in- 
dicate critical or high priority jobs; 
YELLOW to designate jobs that are 
to proceed normally; and GREEN to 
Identify jobs to be processed when the 
workload is light. When a quantity 
of like items is processed through a 
shop section in a continuous "run," 
the entire quantity may be covered by 
a single job order and represented on 
the control board by a single tag. 
Small arms repair jobs are often con- 
trolled in this manner. A general or 
depot maintenance shop whose mis- 
sion is so specialized that quantities 
of like items are accumulated for 
processing by some type of production 
line method may use this type of con- 
trol for major components or even for 
end items. Reasonable care should be 
taken to insure that all items included 
in any multiple-item job order are re- 
parable without unusual in-prdcess 
delays. If any item in the "run" is 
held up due to exceptional repair 
problems or parts shortages, it must 
be deleted and placed on a separate job 
order so that completion of the orig- 
inal order will not be delayed. 

6. Tub File. 

(1) This file, like the control board, is 
constructed by the unit. Here again 
size and design are dictated by the 
requirements of the unit. It is used 
to house the Job Order Files, DA 
Forms 9-80, which contains all active 
job orders and the records pertinent 
to each. Tub files are divided into 
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TUB PILE 



(a/8 HAIHTEmNCE SHOP) 




Figure 30. Tub file (sample). 



sections and the job order files are 

moved from section to section as 
progress is made on a particular job. 
A representative type tub file is 
shown in figure 30. This type may be 
modified to meet any specific require- 
ments. 

(2) The sample tub file is divided into five 
sections — 

(a) Initial inspection. .This section is 
designed to hold job order files on 
jobs that are awaiting inspection 
or which are being inspected. The 
job order envelopes remain in this 
section until the control office re- 
ceives the parts requests from the 
inspection section. 

(6) Aivaiting parts. This section must 
be of sufficient size to accommodate 
all the job orders to be accom- 
plished by the shops for which 
parts are not yet available. The 
files are moved to the next section 
when all parts have been received 
for the job or when the control 
office determines that enough parts 
are available to begin work on the 
job. 

(c) Atvaiting shop. As a matter of con- 
venience, this section may be di- 
vided into compartments, with job 
orders being moved up one com- 



partment each day until they enter 
the shop. Although this separation 
is not essential, it is a rapid means 
of determining how long each job 
has been awaiting entry into the 
shop. The shop officer should, at 
all times, be kept informed as to the 
length of time jobs are awaiting 
shop. The tub file should be main- 
tained in such a manner as to pro- 
vide this information. (One 
method would be to tag each job 
order envelope with a notation as 
to the date parts became available, 
the date the job should enter the 
shop, and the date completion 
should be effected. Job orders in 
this section couid then be checked 
daily to see if schedules are being 
met.) 

(rf) Jn-process. This section is used to 
house all job orders on which work 
is being performed. It too can be 
compartmentalized, with job orders 
moving forward on a daily basis 
until they change status. Controls 
and daily checks, similar to those 
exercised while jobs were in an 
"awaiting shop" status, are neces- 
sary to assure that job orders are 
being completed on schedule and to 
focus attention on unanticipated 
delays so that corrective action 
may be taken. 

(e) Fival inspection. This section is 
used to house the job orders on 
which work has been completed 
and which are awaiting pickup or 
final inspection. 

c. Variable Repair Time Limits System. 
This is a managerial tool by which the actual 
workload, expressed in man-hours, can be 
balanced with the authorized maintenance level 
of a repair shop operation. The actual work- 
load is the product of the number of jobs and 
the man-hours required to do each job. This 
system is based on the fact that a maintenance 
shop has a certain number of man-hours to 
expend on maintenance during a given period 
and that the workload of a unit should be 
limited to this capacity. This permits the pro- 
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gramming of work consisting of a large num- 
ber of small jobs, a few large jobs, or any 
combination thereof, and permits rapid deter- 
mination as to whether the unit will be able 
to accomplish specific jobs or will have to 
evacuate them. This system has only limited 
applicability at depot level. The variable re- 
pair time limits system is explained in appendix 
VI. 

d. Job Order Register. 

(1) The register is a multiple-purpose 
managerial tool which is used by the 
maintenance unit to record all work 
requests and job orders received; to 
indicate the types of equipment being 
worked on in each shop and the num- 
ber of job orders assigned to each; 
and to identify the type repair opera- 
tions required, the time consumed, 
and the disposition of the item. Since 
it identifies jobs by specific item iden- 
tification and job number, it is useful 
in the preparation of reports, serves 
to assure that the other tools of con- 
trol are being used properly, and 
serves as an index by which active or 
dead job order files can be speedily 
located, if necessary. 

(2) As with the other tools of control, the 
design and usage of the register may 
vary. All, however, should contain 
the essential information noted in (1) 
above. A suggested form for use in 
registering work requests and job 
orders is shown in figure 31. The 
columns On the form are self-explana- 
tory. 

(3) The job order register is maintained 
by the control office. Local policy 



may require all work requests and job 
orders to be entered on the same 
form, regardless of the type of repair 
required. In this case, the job order 
register will contain columns for each 
principal repair shop. (The number 
of shops represented on the form and 
their designations are not limited to 
those shown in column 6 of figure 31. 
The subdivision of this column de- 
pends on the needs of the individual 
unit.) It may be preferable, how- 
ever, to sectionalize the register by 
job type, in which case the register 
would contain sections for each prin- 
cipal repair shop of the unit, and all 
jobs of one type would appear on one 
register, thereby further facilitating 
the location of information on par- 
ticular jobs through isolation of the 
job by type. For instance, the job 
register could consist of an automo- 
tive or "G" register, an armament or 
"A" register, and a service or "S" 
register, if these were the principal 
repair shops of the unit. The form 
shown in figure 31 can be adapted 
readily to the needs of the unit by 
modifying the columns in each case. 

(4) The job order number should identify 
the shop responsible for accomplish- 
ing the major portion of the work. 
The final inspection column is not 
completed until the work performed 
by each of the repair sections involved 
is determined to be satisfactory. 

(5) Job order numbers are assigned to 
work requests in numerical sequence 
within each shop. 



AGO Z'IMA 



89 



APPENDIX VI 
VARIABLE REPAIR TIME LIMITS SYSTEM 



1. General 

a. The variable repair time limits system 
may be used as a guide to control the workload 
in a general support maintenance shop. It 
provides a means for determining the maxi- 
mum workload the maintenance shops are 
capable of assuming and is used in determining 
which maintenance jobs will be performed by 
the unit and which will be evacuated to other 
maintenance activities. 

b. This system replaces the "economical re- 
pair time limits system" which was used in the 
past. It is designed to maintain the mainte- 
nance workload at or near the rated capacity 
of the unit. The system, as described in suc- 
ceeding paragraphs, cannot be applied in all 
respects until the unit has 10 to 12 jobs in its 
shops. Therefore, on the first day of operation 
in each new location, extreme care must be 
taken not to overload the shop with large jobs 
until a sufficient number of jobs is on hand to 
permit normal application of the system. Until 
this time, mandatory evacuation limits (par. 
3a) should be established at 50 percent of nor- 
mal. Moreover, the limits must be modified 
upon receipt of a movement order to permit 
phase-out of shop operations before movement. 

c. Various factors which affect the capacity 
of maintenance units have been incorporated 
into the system. They include : 

(1) Productive personnel available. 

(2) State of training of individuals in the 
unit. 

(3) Number of jobs on hand. 

(4) Time required to complete each job. 

(5) Tactical or operational situation. 

(6) "Maintenance level" of the unit (par. 
3c). 

2. Principles of the System 

a. Certain assumptions have been made in 
developing the system — 



(1) The actual workload is the sum of the 
man-hours required to complete all of 
the jobs on hand. 

(2) Jobs received by a shop over any 
given period will range from those re- 
quiring many man-hours to those 
requiring few man-hours. 

(3) Jobs will enter the shop throughout 
each day in a steady flow. The fact 
that each item must be inspected be- 
fore being accepted or rejected will 
automatically space the jobs entering 
the shop. 

(4) The workload assumed by a shop in a 
given period should not exceed the 
number of man-hours available to do 

the work. 

(5) Unusual situations will have to be 
evaluated in the light of facts known 
at that time. 

h. The system is based on the quantity of 
productive personnel available. For example, 
a maintenance shop which has 50 persons 
present for duty and is working a 10-hour day 
theoretically has 500 man-hours available 
daily. With a thiee-day workload (mainte- 
nance level) authorized the shop should have 
a workload approximating 1500 man-hours at 
all times. The programmed work should not 
exceed this figure. This permits the program- 
ming of work consisting of a large number of 
small jobs, a few large jobs, or any combina- 
tion thereof. However, in determining the 
number of man-hours actually available the 
capabilities of individual workmen must be 
considered. 

c. The inspectors estimate repair times based 
on the ability of fully trained repairmen. All 
personnel do not have the same productive 
capacity. Therefore, the unit commander, ad- 
vised by his shop supervisory personnel, estab- 
lishes for each repairman and helper an index 
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which indicates his level of skill. For example, 
in a shop with 50 productive personnel the 
commander might, for purposes of determin- 
ing productive capability, divide his personnel 
into three categories: highly productive, aver- 
age, and least productive. Numerical indexes 
of 1.0, 0.75, and 0.50 might be assigned to each 
category. The commander might then decide 
that 31 personnel of the shop fall into the first 
category, 10 in the second, and 9 in the third. 
The actual number of productive man-hours 
available per day could then be calculated as 
follows : 

(1) 31 X 1-0 X 10 (hours per day) =310 

(2) 10 X 0.75 X 10 (hours per day)= 75 

(3) 9 X 0.50 X 10 (hours per day)= 45 



430 

430, then, is the number of productive 
man-hours available per day, based 
on efficiency of personnel. 

d. Similarly, the conditions under which the 
shop is operating will affect the time required 
to perform work. In addition, allowances 
must be made for times expended by personnel 
on administrative matters, drawing supplies, 
non-MOS duties, illness, etc. SR 310-30-15 
gives a formula which makes allowances for 
these factors. This formula should be used in 
conjunction with the above calculations to 
obtain the number of actual productive man- 
hours available. 

e. The system operates generally to retain 
the smaller jobs and evacuate the large ones. 
Except in the rare cases where many large jobs 
are accepted immediately after the opening of 
the shop, it will keep the shop working at or 
near capacity and will prevent overloading. 

3. Controls 

It is a principle of ordnance maintenance 
that all repairs will be performed at the lowest 
echelon practicable. The capacity of a unit is 
the limiting factor precluding full implementa- 
tion of this principle. This system provides 
the means to make a determination of capacity. 
The principal controls of this system are — 

a. Mandatory Evacuation Time. Regardless 
of the workload, there is a practical limit to 
the length of time each maintenance echelon 
can expend in the repair of any particular item. 



When the time required to repair the item ex- 
ceeds this limit, the item should be evacuated 
or salvaged. The "mandatory evacuation 
time" limit is expressed in man-hours. It can 
and should be used as an element of ordnance 
control to adjust and balance the workload 
among echelons consistent with the require- 
ments of the tactical or operational situation. 

b. Mandatory Retention Time. If a unit 
can repair an item in approximately the same 
time as it would take to process and evacuate 
it to the next higher maintenance unit, the 
item should not be evacuated. The time re- 
quired to process and evacuate an item is the 
principal factor in establishing the "manda- 
tory retention time." This control limit is 
expressed in man-hours. All jobs requiring 
fewer man-hours than specified by this limit 
are retained and repaired by the lower echelon. 

c. Maintenance Level. The workload author- 
ized to be in any maintenance unit at any one 
time, expressed in days, is the "maintenance 
level." 

4. Establishing the Workload 

The appropriate ordnance command (ord- 
nance office, group, or battalion) is responsible 
for establishing the "maintenance level" for 
each maintenance unit in the command. The 
mandatory retention time will be determined, 
by the particular situation in which the unit 
finds itself. Based on the maintenance level, 
each maintenance unit establishes the maxi- 
mum workload for each major shop section by 
computing the number of productive man- 
hours available to the section per day and 
multiplying this figure by the maintenance 
level. The result is the maximum workload 
expressed in man-hours. In these computa- 
tions, the unit may make any adjustments 
necessary to compensate for the state of train- 
ing of the personnel of the unit. 

5. Application 

The following sample illustrates the ease 
with which the variable repair time limits sys- 
tem is used. Assume that the maintenance sec- 
tion, tank platoon, general support company 
has 50 productive people who are working a 
ten-hour day. The total man-hours theoreti- 
cally available per day are 500. Computations 
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based on the maintenance level and the manda- 
tory time limits as established by the appro- 
priate ordnance command for vehicles are — 

Maintenance level 7 days. 

Mandatory evacuation time__l60 man-hours. 
Mandatory retention time 40 man-hours. 

a. Computing the Maximum Workload. The 
total number of man-hours theoretically avail- 
able per day (500) must be reduced to allow 
for divergence in the efficiency and training of 
personnel. The result of this computation 
(430 man-hours, see par. 2c) must be used in 
conjunction writh the formula in SR 310-30-15 
to determine the man-hours actually available. 
Based on SR 310-30-15, this computation is — 

430 X 75% X 75%=242 man-hours avail- 
able each day 
242 mhrs/day X 7 days (maintenance 
level) =1694 man-hours. 
The 1694 man-hours is thus established as the 
maximum workload which can be assumed by 
the section. 

b. Plotting the Workload (fig. 32). The 

horizontal axis represents the number of jobs; 

the vertical axis represents the man-hours per 

job. The curve which is plotted is based on the 

formula — 

maximum workload , . , 

r 7-^, =man-hours per job 

number of jobs 

Utilizing the above formula the following 

points are plotted. 

Number of Job* Man-hourr per Job 

8 211 

10 169 

14 121 

16 106 

20 85 

SO 56 

40 42 

60 34 

60 28 

c. Using the Chart. The completed chart 
provides a means of determining whether a job 
should be considered for retention or evacua- 
tion. As each job is received it is plotted on 
the chart. The known factors are the total 



number of active jobs in the shop (taken from 
the production control board) and the estimate 
of the man-hours needed to complete repairs 
on the job being considered (taken from the 
inspection form). Using these two factors, a 
point is located on the chart. If the point falls 
below the plotted curve, the job should be re- 
tained; if it falls above the curve, the job 
should be evacuated. Normally, with a steady 
flow of jobs of varying sizes entering the .shop, 
this initial determination will be adequate. 
However, before final disposition is made, the 
situation should be surveyed and any unusual 
conditions assessed. For example, if all the 
jobs in the shop are large ones, there may be 
a maintenance team available to work on a 
particular job, even though it falls above the 
curve. Caution should be exercised, however, 
not to obligate all maintenance personnel on 
large jobs, for in that case some of the smaller 
jobs may have to be evacuated. Emphasis 
should be placed on completing the smaller 
repair jobs and getting the equipment into 
supply channels as soon as possible. This will 
i-educe the evacuation workload and free some 
of the personnel engaged in this function for 
other duties. The following examples illus- 
trate how the variable repair time limits sys- 
tem is applied — 

Example 1. The section has 14 jobs assigned. 
The inspector estimates that a new job enter- 
ing the shop will require 95 man-hours. The 
job is not above the mandatory evacuation 
time, so the variable repair time limit curve is 
checked. This will be the 15th job, and sihce 
the time limit for 15 jobs is 113 hours, this 
job is within the limit and will be retained. 

Example 2. The section has 30 jobs assigned. 
The in.spector estimates that a new job entering 
the shop will require 115 man-hours. The job 
is under the mandatory evacuation time, so the 
variable repair time limit is checked. This 
will be the 31st job. On the curve, the 31st 
job time limit is 54.6 man-hours; therefore, 
the 115 man-hour job exceeds the variable time 
limit and will be evacuated. 
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APPENDIX VII 
PRODUCTION LINE OPERATIONS 



Section I. THE PROD 

1. Characteristics 

a. Complex repair jobs can usually be per- 
formed most efficiently when they are broken 
down into a number of relatively simple tasks. 
Each task is assigned to a workman or team 
especially equipped and trained to perform the 
operation. This division of labor and worker 
specialization is practical only when it is pos- 
sible to work continuously on the same type 
item for considerable periods. Workmen de- 
velop speed and dexterity through repetition of 
the same operations, attaining a high work out- 
put per man. In addition, personnel training 
problems are simplified, since workmen with 
little mechanical experience can learn to per- 
form simple tasks in a minimum of time. 
Skilled technicians are utilized on the more 
intricate tasks and for supervision and inspec- 
tion. 

b. It is usually more convenient to move the 
item to be repaired past a series of work sta- 
tions. This technique is usually referred to 
as the "production line" method of operation. 
However, many of the advantages of the pro- 
duction line method can be realized without the 
use of a moving line. Where the materiel to be 
repaired is heavy or bulky, it can be placed in 
a fixed location and the workmen perform their 
assigned tasks in the most logical order. Pro- 
duction line techniques are ideally suited to 
depot maintenance activities and can be profit- 
ably employed in many general support main- 
tenance operations. 

c. Efficiency in production line methods of 

operation requires - careful planning of shop 
operations, personnel assignments, and supply 
actions. 

2. Limitations 

Fixed facilities are usually required for a 
maintenance operation organized on a produc- 



TION LINE PROCESS 

tion line basis. If the threat of enemy action 
requires units and activities in the theater to 
maintain mobility for defensive purposes, pro- 
duction line operations may not be practicable. 
In addition, the sections of a production line 
installation cannot be dispersed to any appre- 
ciable degree without serious loss of produc- 
tivity. Frequent movement of the installation 
will involve so much time for dismantling and 
reconstruction that savings effected through 
operating efficiencies will be canceled. 

3. Repair Standards 

Ordnance materiel may be repaired to a 
variety of standards. The standard established 
for each situation must be based on such 
factors as the requirement for materiel, avail- 
ability of personnel and supplies, and the 
ability of the enemy to interfere with mainte- 
nance operations. 

a. Materiel may be dismantled for detection 
and repair of all deficiencies. All parts, assem- 
blies, and components which do not meet mini- 
mum serviceability standards are replaced, 
providing the operations involved can be per- 
formed without cutting or grinding the basic 
parts. 

b. Repair operations may include resizing of 
basic parts, such as the reboring of engine 
cylinders to specified oversize dimensions. 
TOE tool and equipment sets do not include 
equipment for this type of operation, and the 
special tools must be obtained. 

c. Materiel may be rebuilt to standards ap- 
proximately equal to new condition. It is un- 
likely that the extensive facilities required for 
such operations could be installed or defended 
in a theater where modern weapons such as 
mis.sile3 and tactical nuclear devices are exten- 
sively employed. 

d. Limitations on supplies, facilities, per- 
sonnel, and time may restrict repairs to those 
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necessary to restore materiel to service. In 
this case, extensive dismantling is not under- 
taken. 

4. Manning 

Ordnance maintenance units are designed 
primarily for field type operations. It may be 
difficult to assemble the particular combina- 
tion of skills and equipment required in a pro- 
duction line installation through employment 
of troop units. Tables of distribution and 
tables of equipment should be specifically de- 
signed whenever possible. Moreover, because 
of the limited training required, auxiliary 
labor can be used to advantage in such an 
operation. 

5. Quality Control 

Adherence to repair standards prescribed 

Section II. 

6. Basic Requirements 

a. The establishment of suitable facilities for 
production line reconditioning of ordnance 
materiel depends, to a great extent, on the 
characteristics of the items to be reconditioned. 
For example, items which are both bulky and 
contain a multiplicity of parts require facili- 
ties that are more spacious and stable than 
those utilized by organizations performing 
field maintenance. In the latter case, much of 
the shop equipment can be mounted in vehicles, 
and many of the repairs can be performed in 
shop vans. Production line facilities, there- 
fore, are usually established in ground instal- 
lations, for vehicle-mounted equipment gen- 
erally cannot provide the space and stability 
needed. The use of permanent type buildings 
is not an absolute requirement for efficient pro- 
duction line operations, but sufficient shelter 
must be provided to permit operations to be 
carried on regardless of weather conditions. 

b. The economies inherent in this type of 
operation can be exploited almost as effectively 
in a relatively small installation as in a very 
large one. Many highly efficient production 
line shops have been operated by crews of less 
than company size in improvised structures 
equipped with locally fabricated fixtures. In 
modern warfare, where conditions prohibit 



for each production line shop depends largely 
on adequate inspection before, during, and 
after processing. Members of the inspection 
section examine materiel prior to repair to 
determine its condition and the work that must 
be performed on it. Qualified inspectors should 
be stationed throughout the shops to determine 
the serviceability of questionable parts and 
assemblies and to insure that repairs in process 
neither exceed nor fall below prescribed 
standards. Repair in excess of specified limits 
tends to cut production rates below necessary 
levels. Substandard repairs reduce the life 
expectancy of reconditioned materiel. Final 
inspections determine whether all deficiencies 
have been corrected and whether workmanship 
is satisfactory. All inspection activities are 
supervised by a chief inspector who is directly 
responsible to the installation commander. 

FACILITIES 

operation of a large establishment, it may be 
possible to accomplish a mission by dividing it 
between a number of small shops, all of which 
are similarly equipped. 

c. In a temperate climate the basic facilities 
required for the smaller shops are relatively 
simple. Enough protected storage and work 
space must be provided to permit layout of all 
operations in efficient patterns and in proper 
relationship to each other. The various sec- 
tions of a shop need not be housed under the 
same roof so long as convenient distances are 
maintained and traffic flow between sections is 
unimpeded. Shelters must be adequate to pro- 
tect personnel and materiel from the elements 
under prevailing climatic conditions. They 
should be no more elaborate than necessary to 
serve this purpose since they are subject to loss 
through destruction or abandonment if a posi- 
tion becomes untenable. 

d. Fixtures such as workbenches, engine 
cradles, and conveyor lines must be designed 
to prevent unnecessary handling and to facili- 
tate movement of items from one work section 
to another. Rough fixtures, simply con- 
structed, are preferable to elaborate fixtures, as 
long as they serve the purpose. All design and 
construction refinements which do not substan- 
tially increase efficiency should be avoided. 
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Wherever possible, buildings and fixtures 
should be designed so that they may be dis- 
mantled in transportable sections and reerected 
elsewhere in the event a location must be 
abandoned. 

7. Shelters 

a. Production line maintenance operations 
must be sheltered to the extent necessary for 
materiel protection and crew efficiency. Cer- 
tain items, such as dismantled major com- 
ponents, require protection from dirt and 
weather. If existing shelters are not available, 
adequate facilities must be constructed. 

b. In a favorable situation, standard engi- 
neer buildings may be erected. However, 
under conditions of modern warfare, many 
depot maintenance activities may have to oper- 
ate in temporary shelters. Building activities 
should not be undertaken until it has been 
determined that no suitable tentage is available. 
If adequate tentage cannot be obtained, tem- 
porary shelters may be built from materials 
normally available in the theater. Unless wind 
or snow loads are excessive, frames of light 
timbers or poles roofed and sided with tar- 
paulins will suffice. Roofs should be reinforced 
with hardware cloth or other sturdy screening 
material. Side tarpaulins should be applied in 
such a manner that they can be rolled up in 
good weather for light and ventilation. Air- 
strip landing mat, planking, packed gravel, or 
other suitable material will serve as flooring. 

c. Electricity for light and power must be 
provided by portable generators if no central 

plant is available. 

d. In cold weather, the heating of facilities 
may present a serious problem. Flimsy struc- 
tures dissipate heat rapidly. Stoves, possibly 
built from drums, may be the only heat source 
available. Such heaters are hazardous and 
should be used only if there is no alternative. 
High output devices such as aircraft engine 
heaters are usable, if available. Whatever the 
method used, temperatures will probably be no 
more than tolerable, unless a steam plant can 
be obtained or constructed. The latter i.s the 
most satisfactory and least dangerous of all 
methods in such applications. 



8. Fixtures 

Shop-made fixtures required for the varioUs 
repair operations must be carefully designed 
and built. They will probably be made of 
wood, since this is usually the most readily 
available material. These fixtures must be 
sturdy to stand up under the hard and continu- 
ous use to which they are subjected. They 
must also be portable in order that they may 
be transported if the installation must be dis- 
mantled and reerected elsewhere. Too much 
valuable time and material is invested to per- 
mit abandoning them unnecessarily. Most of 
the fixtures mentioned below require two-inch 
lumber. Bolts or screws should be used as 
fasteners wherever possible. 

a. Workbenches must be solid, well braced, 

and no larger than necessary. Few benches 
need be wider than two feet ; eighteen inches is 
sufficient for most, 

b. Pallets are designed for each specific job. 

Size is held to a minimum. Since they must 
hold the heaviest items, such as power train 
components, two-inch lumber is required. 
Bolted construction is desirable. 

c. Parts bins must be so designed that par- 
titions may be readily inserted and removed. 
One-inch lumber is sufficient for storage of 
most parts. Since these items are bulky, un- 
necessary strength and weight is undesirable. 

d. Trestles for conveyor lines must be de- 
signed in sections in oi"der that they may be 
dismantled for movement. Individual sections 
must be heavily braced and should be as small 
as pi'acticable to facilitate movement. 

9. Cleaning 

Manual cleaning of bulky, heavily soiled 

components is a very time consuming operation 
which can create a serious bottleneck in pro- 
duction line operations unless unskilled local 
labor, employable only for rough work, is 
available in quantity. Cleaning equipment 
capable of quickly removing grease, heavy soil, 
and corrosion is most desirable. 

a. Cleaning Process. A series of dipping 
tanks should be provided to facilitate the clean- 
ing of materiel (fig. 33) . These may be built 
in the shop if the necessary steel, pipes, and 
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heating facilities are available. These tanks 
will contain in order: a grease and paint re- 
moving solvent such as compound, alkali type 
(P-R-191, class 1) ; a hot water wash; a sol- 
vent such as conditioner and rust remover, 
phosphoric acid base (MIL.-M-10578) ; a hot 
water wash ; and a preserving bath such as 
lubricating oil, preservative, special (MIL-L- 
644). 

Note. This process must not be used for cleaning 
bearing shells, pot metal items, aluminum items, zinc 
items, nonnietallic items or sealed assemblies, as they 
will be damaged by the chemicals. In addition, this type 
of cleaning is unsuitable for anti-friction bearings since 
it is hard to dry them quickly enough to prevent rusting. 
Cleaning certain small parts such as wheel brake 
cylinders in the large tanks is a waste of time. 

J). Tank Construction. Tanks must be de- 
signed to accommodate the largest items which 
will be cleaned therein. Construction material 
must be heavy — at least Vg-inch black iron — 
to sustain the weight of the liquids and loaded 
baskets. Two-inch angle iron should be welded 
to the outside on all corners and around the 
top and bottom, leaving all inside surfaces 
clear. All tanks must be fitted with drain 
valves, preferably at least two inches in diam- 
eter. If steam coils are used for heating, they 
must be mounted approximately six inches 
from the tank bottoms to form a mud sump. 
Coil supports must be heavy enough to carry 
the weight of a loaded basket. The acid tank 
must be replaced periodically unless it is lined 
with sheet lead. Tank footings may be of firm 
clay, gravel, or concrete. 



c. Basket Construction. Baskets must be 
large and sturdy enough to accommodate the 
largest, heaviest loads they must carry. Half- 
size baskets for dipping smaller parts may be 
immersed two at a time, thus speeding up the 
operation. Basket frames should be con- 
structed of angle iron. Bottom strips may 
be of angle or strap iron. Angle iron skids 
should be welded across bottom frame mem- 
bers. Lining with one-quarter inch hardware 
cloth will prevent loss of small parts. Handles 
must be long enough to meet well above liquid 
levels when baskets are fully immersed. This 
feature permits ready removal of the hoist 
hook for use on other baskets waiting to be 
moved. 

d. Basket Handling. A simple monorail 
provides the most efficient basket-handling 
method. Heavy timber or steel posts set 
deeply enough into the ground or floor to be 
self-supporting will serve as end supports. A 
steel I-beam fitted with a simple dolly is 
mounted directly over the center line of the 
tanks. This beam should extend far enough 
beyond end support cross members to enable 
baskets to clear the tanks at both ends. Stops 
must be provided at both ends of the beam. A 
chain hoist is used to raise and lower baskets. 

e. Sidewalk Constmction. Sidewalks should 
be high enough to allow about four feet from 
walk surface to tank top. This clearance 
places workmen in advantageous working 
positions and minimizes danger of injury from 
splash. Walk width should be at least three 
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and one-half feet. A rail on the outer edge of 
each walk is a desirable aafety feature. 

10. Packaging and Preserving 

Inasmuch as materiel repaired in a depot 
maintenance installation is released to depot 
stocks, it must be properly preserved and pack- 
aged after repair. Items will be preserved to 
the extent necessary to protect them from dam- 
age and deterioration in the circumstances 
under which they will be handled and stored. 
Certain components have openings which must 



be sealed tightly to protect machined surfaces 
from dirt and moisture. Exposed shafts and 
other protruding elements must be protected 
against bending or burring. Many items re- 
quire crating or packaging. Reusable boxes 
should be used if available. If available quan- 
tities are not sufficient, additional crates must 
be obtained from outside facilities or manu- 
factured in the maintenance installation. If 
large scale crate production is necessary, 
power equipment must be obtained. Preserva- 
tion and packaging instructions will be found 
in TM 9-1005 and SB 9-156. 



Section Hi. SHOP LAYOUT AND OPERATION 



11. General 

This section depicts a type of production line 
shop which can be operated in improvised 
shelters using simple, locally fabricated fix- 
tures. The principles of the production line 
method, illustrated by the wheel vehicle opera- 
tions described in the following paragraphs, 
may be applied in the reconditioning of most 
ordnance items which are complex enough and 
used in sufficient quantities to warrant produc- 
tion line processing. The sample layouts and 
procedures prescribed in this section are de- 
signed to provide general guidance in the appli- 
cation of those principles and may be varied to 
suit specific situations. Information available 
in technical manuals pertinent to the various 
items of ordnance materiel must be used to sup- 
plement the general guidelines presented in 
this section. The production lines described in 
the following paragraphs, in common with 
most operations of this type, can be more 
effectively manned and equipped by means of 
tables of distribution and allowances than by 
employment of troop units using TOE equip- 
ment. 

12, Engine Reconditioning 

The facilities required fca- the disassembly 

of the automotive engine, repair of its many 
components and accessories, and reassembly 
into a complete item are the most complex, 
most carefully coordinated of all the facilities 
used in a production line automotive shop. 

a. Figure 34 illustrates an engine disassem- 
bly line suitable for complete dismantling of 



the item. On arrival at the line, each engine 
is drained of oil and placed in a holding fixture 
or pallet. When engines are received at the 
line with transmissions attached, the trans- 
missions are removed at the first station and 
sent to transmission disassembly. All parts 
and accessories should be placed in cleaning 
baskets immediately on removal to minimize 
handling. Parts are cleaned and delivered to 
the appropriate reconditioning facilities in the 
baskets in which originally placed. Unless 
cylinders are to be rebored and all bearing sur- 
faces reconditioned, all internal parts removed 
from the engine block must be tagged, since 
they must be reassembled into the same engine. 
Cleaning may be accomplished at the central 
cleaning facility or may be done by hand in the 
solvent vats. If the shop operates on a repair- 
as-required basis, complete disassembly may be 
reserved for those engines having a large num- 
ber of defects. Others may bypass certain sta- 
tions in the line. This determination is made 
by the inspector. If defects are few and ob- 
vious, an engine may be removed from the line 
for repair in a job shop. Such a shop is shown 
in figure 35. 

b. Parts and accessories are delivered to the 
reconditioning line (fig. 35). Engine blocks 
are placed on pallets on conveyor lines shown 
at the bottom of the diagrram. Two lines are 
provided in order that blocks having many de- 
fects may be sidetracked while those requiring 
little repair proceed through the other line. 
Due to the difficulty of turning engine blocks 
on the conveyors without jarring the entire 
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A - Pallets or cleaning baskets to receive used componenta 

B - Small baskets or containers to receive boltSi nuts, washers, valves, etc. 

C - Bench for disassembly of cylinder head 




1. Remove all accessories 

2. Remove clutch, flywheel and housing, manifolds, and rocker arm* 

3. Remove water pump, cylinder head, side pan, push rods, and timing cover 



4. Remove oil pan, oil pump, pistons, and rods 

5. Remove camshaft, followers, crankshaft, and main oil galle ry plug 

Figure S4. Engine teardoton line. 



line, blocks are removed manually to work- 
benches beside the line for inspection and re- 
pair. They are then returned to the conveyors. 
Other parts and accessories are delivered to 
racks adjacent to the workbenches shown in 
the center of the diagram. These racks are 
divided into two main sections. One section 
is reserved for items awaiting inspection and 
repair; th.' other contains sufficient bins to 
hold required repair parts and space to receive 
items after repair. Repair parts stocks include 
such items as extra pistons, rods, etc., to re- 
place those found to be irreparable. Items 
which are combined into sets for installation 
in the engine are released from the repair bench 
in complete sets. Workbenches are equipped 
with vises and other suitable holding fixtures. 
Inspection and repair procedures for all items 
handled in this shop are covered in appropriate 
technical manuals, 

c. Engine assembly lines appear at the top 
of figure 35, and a blowup of a single line is 
shown in figure 36. At least two lines should 
be provided so that blocks arriving at the line 
before their internal parts are ready may be 
sidetracked, while blocks for which mated 
parts are available proceed on the other line. 



Racks are placed beside the first 15 feet of the 
lines to receive internal parts which will be 
tagged for specific blocks. Bins placed along 
other portions of the lines receive the inter- 
changeable components and assemblies from 
the repair lines. These bins also contain the 
additional quantities required to replace those 
found to be irreparable and the small parts re- 
quired for engine assembly. Sixteen mechanics 
and one supervisor are required to operate the 
line. With proper supply support this line 
should produce 16 completed engines per 8-hour 
shift. Approximately twice this production 
can be expected if stations 1 and 4 are dupli- 
cated and if three swing men (repairmen who 
help out when needed) are provided in addition 
to the four men required to operate the new 
stations. The engine block is placed on a pallet 
or sheet of plywood at station 1. At station 6 
it is placed pan down in a holding fixture in 
which it completes the trip through the line. 
These fixtures should be made long enough at 
the rear end to support a transmission if it is 
a common practice in the shop to assemble 
engines with transmissions. 

d. Shop supply personnel are responsible for 
stocking all parts bins in the engine shop with 
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3. 



Install crankshaft (2)* 
Install cainfollowers, 
camshaft, timing gear 
cover ( 1) 
Install flywheel 
housing and flywheel (1) 
Install pistons and 
rods (Z) 

Install oil pump, oil 
pump screen, and oil 
pan ( 1) 

* Numbers In parenthesi: 
I Supervisor 



6. Install cylinder head ( 1) 11. 

7. Install push rods, roller 
arms (1) 12- 

8. Install water pump and 
adjust valve lash (1) 

9. Install distributor and 13, 
time ignition- Install 

spark plugs, wires, 

and starter { 1) 14. 
10. Install intake and 

exhaust manifolds and 

rocker arm cover (1) 
5 indicate men per station 
, 16 workmen 

Figure 36. Engine assembly line. 



Install clutch and 
flywheel pan (1) 
Install oil filter and 
oil lines, air compressor 
and air and water lines (1) 
Install carburetor fuel 
pump, gasolene lines, and 
distributor vacuum line (I) 
Install generator, air 
compressor and generator 
belts, and air cleaner (1) 
Make complete check 
of finished assembly 



predetermined quantities of repair parts and 

assemblies. They should also transfer repaired 
items from the repair stations to assembly lines 
or to stock, whichever is applicable. Finished 
engines are also transferred to stock, or to an 
end item assembly line if end items are recon- 
ditioned in the installation. .The supply ac- 
tivity must perform these operations in order 
that accurate records may be kept of parts 
expenditures and losses of components through 
irreparability. These data are vital to com- 
putation of future supply requirements, 

13. Fuel and Electrical Shop 

a. Figure 37 shows a type layout for the 
repair of fuel and electrical assemblies. Test- 
ing and painting equipment are not shown. 
Standard van-mounted test equipment is ideal 
for this operation and should be used if avail- 
able. Painting, however, is usually done in a 
somewhat remote area because of the fire 
hazards involved. 

b. Unserviceable assemblies are received in 
bins and racks provided near each workbench. 
These assemblies are repaired by the workmen 
using parts from the repair parts bins, after 
which they are placed in "repaired" bins or 
racks, 

<5, From these bins or racks, repaired assem- 
blies are routed to the test bench. Carburetors 



are given operational tests and adjusted as 
necessary. Assemblies requiring painting are 
routed to the paint shop after testing. They 
are then sent to assembly lines or to stock, 

14. Transmission and Transfer Case Recondi- 
tioning 

a. Due to similarities in construction, trans- 
missions and transfer cases may be recondi- 
tioned in the same shop. These units are not 
well suited for reconditioning on a moving line. 
Figure 38 illustrates a suitable bench type lay- 
out. Production line economies are effected, 
in this instance, by placing several units on the 
benches and moving specialized workmen from 
one unit to another. 

b. In a repair-as-required shop, a journey- 
man mechanic removes each cover or top, after 
which the inspector and the journeyman deter- 
mine the extent to which units must be re- 
paired. A helper then disassembles each unit 
to the extent decided upon and cleans the parts 
removed, or sends them to the central cleaning 
facility. The journeyman then reassembles the 
dismantled units, replacing unserviceable parts 
with serviceable replacements. The helper 
assists in the reassembly as his time permits. 
This arrangement limits the operations which 
must be performed by one man and makes the 
most efficient use of the time of both men. A 
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A Repair parts bins 

B Unserviceable assembly pallets 

C Serviceable assembly pallets 

Note: No test equipment shown. 
Testing and painting done 
in other areas. 
Crew: 16 specialists (2 per sta) 
4 helpers 
1 supervisor 
1 inspector 



1. Carburetor cleaner 

2. Solvent cleaning vat 

3. Wiring b misc 

4. Carburetor 

5. Fuel pumps b filters 

6. Generator 

7. Instruments 

8. Regulator 

9. Distributor (c magneto 
10. Starter 



Figure S7. Fuel and electrical shop. 
















} 







A - Serviceable atsembly pallets 
B - Unserviceable aetembly pallets 
C - Serviceable spare parts bins 
D ' Solvent cleaning vats 

Figure 38. TraTismission and transfer case shop. 
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holding fixture should be provided for each type 
unit processed in order that manual handling 
and turning: may be held to a minimum. Re- 
paired items placed on pallets are removed by 
shop supply personnel. Parts bins are con- 
veniently located to minimize time spent by 
workmen in obtaining parts for each job. As 
in all other sections of the installation, shop 
supply personnel stock the bins and record 
expenditures. 

15. Axle Reconditioning 

Axle disassembly and reassembly can be ac- 
complished efficiently on lines consisting of sev- 
eral stations. Handling facilities consist of 
steel or timber rails along which axles are 
pushed from one station to another. Lines will 
accommodate front, rear, and intermediate 
axles. 

a. Each of the three stations on the dis- 
assembly line (fig. 39) requires two men. At 
station 1, one man removes the axle shafts 
while the other removes the bolts from the 
center section or "third member." Together, 
the two workmen remove the third member 
with the aid of a hoist or a bar and fixture. 
The axle is then pushed to station 2, where 
right and left brake drums and wheel bearings 



are removed. Brake parts are removed at sta- 
tion 3 and the stripped axle is pushed off the 
rails at the end of the line. All axle parts are 
placed in boxes or cleaning baskets as they are 
removed. Wheel bearings, wheel brake cyl- 
inders, and third members are cleaned in the 
solvent vat in the nearby axle assembly area. 
All other parts, including the stripped housing, 
are sent to the central cleaning facility. In a 
repair-as-required shop, ah axle assembly re- 
quiring few repairs may be removed from the 
disassembly line after inspection and placed 
in the axle job shop provided for accomplish- 
ment of limited repairs. 

b. The axle repair and assembly shop pic- 
tured in figure 40 includes facilities for inspec- 
tion and repair of third members. After 
cleaning, these members are delivered to the 
"unserviceable" rack in the assembly area. 
The repairmen places members from the rack 
in suitable holding fixtures for complete dis- 
assembly. Parts are inspected individually 
and replaced as required. Ring and pinion 
gear sets from each axle are kept together, 
since they have become a matched set through 
use. If one of these gears is unserviceable, 
both must be replaced. After reassembly, third 
members are placed in the ready rack at the 



A - Cleaning baskets or box pallets 
B - Container for wheel bearing* 
C - Container for wheel cylinder! 




STATION I - Remove axleshaft* and 3d member assembly 
STATION 2 - Remove drums and wheel bearings 
STATION 3 - Remove brake shoes, brake cylinder and backing 
plate, and steering knuckles 

Figure 39. Axle diaastemhty are». 
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head of the assembly line. Meanwhile, other 
parts are delivered from various shop sections. 
Housings are returned from the cleaning sec- 
tion and stored in the ready rack at the head 
of the line. Brake parts are delivered from 
the brake and clutch shop and placed in parts 
bins adjacent to the line. These bins contain 
stocks of small parts required for assembly. 
Components for replacement of those found 
irreparable during inspection are also stocked 
here. A swinging boom equipped with dolly 
and chain hoist places axle housings on the 
assembly rails. Third members are placed in 
housings with the aid of the boom. Axles 
are then pushed from station to station until 
assembly is complete. It will be noted that 
different operations are performed on front 
and rear axles at several stations. This cir- 
cumstance does not preclude running front and 
rear axles intermixed. When assembly is com- 
pleted, the repaired axles are painted and re- 
leased to stock or to an end item assembly line 
if such a line is operated in the installation. 

16. Brake and Clutch Shop 

It is convenient to locate brake and clutch 
parts reconditioning operations in the same 
shop. The benches, bins, and relatively small 



machinery required for these operations may 
be placed together in a compact arrangement. 
Moving lines are unnecessary for these opera- 
tions. Production line techniques may be ap- 
plied by specializing certain workmen in dis- 
assembly while others perform repair or re- 
assembly operations. All of the parts are small 
enough to be passed from hand to hand. Fig- 
ure 41 depicts a shop of this nature. Power 
brake cylinders may also be repaired in this 
shop. Details of disassembly, repair, and re- 
assembly will be found in appropriate technical 
manuals. 

17. Body Shop 

The body shop in a production line mainte- 
nance activity usually includes the sections 
shown in figure 42. 

a. Welding Shop. The welding shop takes 
care of all welding done in the entire recondi- 
tioning facility. The welding foreman may 
furnish men and equipment on a loan basis to 
any section where welding or heating services 
are needed. In addition to taking care of all 
odd welding and heating jobs in the facility, 
the welding shop is responsible for all welding, 
heating, bending, and fabrication of jigs, fix- 
tures, and parts required in the installation. 



Job Shop 



A - Gear aBiembly bench 

B - Unaerviceabla gear aaaembly 

C - Serviceable housing assembly 

D - Gear assembly ready rack 

E - Solvent vat 

F - Bearing cleaning vat 

G - 9 ft swinging boom 

H - 5 -station axle reconditioning raUi 

J - Bin space for various parti 

K - Axle stands 



Assembly Line 

STATION BREAKDOWN for INSTALLATION 
#1 - 3d member 

#2 - Backing plates b brakes lining on rear axles 
Steering knuckles b axles on front axles 

#3 - Backing plates b brake lining on front axles 

Brake cylinders b brake shoes on rear axiee 

14 - Brake cylinders b brake shoes on front axles 
Hubs and drums on rear axles 

#5 - Hubs, drums and caps on front axles; Adjust 
brakes 

Adjust brakes and axle shafts on rear 




Figure iO. Axle assembly section. 
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-P&llet* 

1. Serviceable hydraulic cylinders 

2. Unserviceable hydraulic cylinders 

3. Serviceable clutch covers 

4. Unserviceable clutch covers 

5. Serviceable clutch plates 

6. Unserviceable clutch plates 

7. Serviceable brake shoes 

8. Unserviceable brake shoes 

9. Unserviceable brake drums 
10. Serviceable brake drum* 



B - Bins 

1. Clutch cover parts 

2. Clutchplate parts, riveta, 
brake linings, wheel studs 

3. Hydraulic cylinder parts 

C - Workbenches 

1. Clutch station 
2 ■ Brake station 
3. Hydraulic cylinder 



D - Cleaning vat 
E - Honing machine 
F - Rivet machine 
G - Brake drum lathe 
H - Clutch cover machine 
Figure il. Clutch, brake, hydraulic cylinder, and drum section. 



Radiator repair and oil cooler repair are gen- 
erally under the jurisdiction of the welding 
supervisor. For these operations he usually 
has radiator repairmen assigned to his shop. 

b. Carpenter Shop. Woodworking ma- 
chinery is located in a central section of the 
carpenter shop. The main function of the 
woodworking shop is to repair wooden por- 
tions of ordnance equipment. However, the 
shop may be called upon to fabricate special 
pallets and boxes to be used in and around the 
depot shops. Normally, the equipment oper- 



ators will be kept busy turning out wood 

panels, sections, bows, seats, etc., to specifica- 
tions while the installers will perform their 
installation functions somewhere quite re- 
moved from the wood shops, such as in the job 
shop, on the body line, or in the production 
line area. 

e. Cargo and Dump Body Section, The re- 
pair of cargo bodies requires the use of heavy 
tools and equipment. As a rule, the use of 
heat will be required in many places and, in 
some cases, whole sections will have to be cut 
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Figure AS. Body shop. 



out and replaced with newly fabricated ma- 
terial. Stands that will hold the body in the 
moat advantageous position should be used if 
possible. When repair is complete, the body 
should go directly to the paint booth for prim- 
ing and application of the first coat of paint 
SO that the danger of rust may be eliminated. 

d. Cab Section. Cabs are usually repaired 
on stands of sturdy construction just high 
enough off the floor to make them easy to work 
on and to give easier access to all parts. The 
cab will be completely reconditioned in the cab 
section so that when it leaves the line it is a 
complete unit, including doors, catches, fit- 
tings, door glass, windshield wipers, dash 
instruments, and wiring. The personnel 
needed for wiring and dash instrument repairs 
are furnished by the fuel and ignition section. 
They receive specific work assignments from 
the cab section supervisor. The completed cab 
assembly goes directly to the paint shop for a 
coat of primer and a first coat of paint when 
it leaves the shop. 

e. Fenders and Hood Section. Fenders and 
hoods are repaired on suitable stands which 
are high enough to make all parts accessible 
and constructed so as to facilitate ready re- 



positioning of the items on the stands. After 
the hood or fender is roughed out, it is put on 
a stand which incorporates a jig to insure that 
the completed job will retain its original, 
standard shape. This precaution assures the 
installer that all bolt holes, etc., on the truck 
and fender or hood will match at the time of 
installation. 

18. Steering Gear and Driveshaft Section 

a. Steering gears are disassembled com- 
pletely and cleaned in a small vat in the bay 
or in the central cleaning area. After clean- 
ing, the parts are inspected and the steering 
gears are reassembled, adjusted, and checked 
for proper operation. They are then sent to 
the paint shop and, finally, to supply or the 
reconditioning line. 

6. Propeller shafts are sometimes recondi- 
tioned in this section. In such cases, shafts 
are sent to central cleaning before disassembly 
and come to the work bay clean. Here they 
are disassembled and checked for worn splines, 
kinks, bends, or other damage. New trunnion 
bearings and seals are installed and the shafts 
are sent to the paint shop and then to stor- 
age or to the end item line. Suitable holding 
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1 through 10 - Bay- type shop with workbench at inner end 
Bay size - 50 feet long, 30 feet wide 

A - Open Storage > Stockpile of serviceable palletized assemblies, 

10 feet between each pair 
B - Open Storage - Stockpile of unserviceable palletized assemblies. 

10 feet by 20 feet 
C and D - SO^foot driveways 

Figure 1,3. End item shop. 



fixtures should be fabricated to speed up drive- 
shaft work and prevent damage to the drive- 
shaft "ears" during disassembly and re- 
assembly. 

19, End item Reconditioning 

Addition of a shop facility of the type de- 
picted in figure 43 is all that is required to 
give the above described installation an end 
item reconditioning capability. Sheds may be 
built over the storage pallets on either side of 



the central shed if desired. No component dis- 
assembly is performed in this facility. Un- 
serviceable components are replaced with units 
reconditioned on the installation's assembly 
lines. Unserviceable components thus replaced 
are turned in to shop supply for recondition- 
ing. If the installation operates under a 
repair-as-required policy, simple repairs which 
do not require removal of faulty components 
from end items will be made in the bays. 
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Section IV. SHOP SUPPLY 



20. General 

The orderly discharge of completed items 
from the end of a production line is dependent 
on the uninterrupted timely flow of parts and 
supplies to all stations on the line. An empty 
bin has the same effect as a vacant station — 
the line halts. When work on an item in a 
repair-as-received shop must stop for lack of 
parts, the crew on that job is assigrned to 
another job for which parts are available, and 
overall productivity of the shop is not seriously 
affected. There are no alternate jobs to which 
an idled production line crew may be assigned. 
A work stoppage due to a supply failure in- 
activates a sizeable portion of the shop's pro- 
duction capacity until supplies are obtained or 
the line is set up for a new job. Frequent or 
prolonged stoppages of this nature can cancel 
out the advantages of production line opera- 
tion. Therefore, every possible precaution 
must be taken to avoid supply deficiencies. 
Certain refinements must be added to the basic 
supply procedures prescribed in regulations to 
satisfy the special requirements of a production 
line activity. General principles discussed in 
the following paragraphs should be applied to 
the design of the shop supply system for any 
production line shop. 

21. Computing Requirements 

Production runs must be planned far enough 
in advance to allow for computing, requisition- 
ing, and receiving the necessary supplies. A 
line is not ordinarily set up for a run until 
all the supplies needed to complete it have been 
received, checked, and stored by shop supply 
and are ready for movement to the line. 
Methods used to compute supply requirements 
depend, primarily, on the repair standards 
under which the shop operates. There are 
many possible variations on the standards de- 
scribed in paragraph 3. Two general classes 
and the supply computation techniques appro- 
priate to each are discussed in a, b, and c 
below. Regardless of the methods used, the 
allowable margin for error is small. Minor 
shortages will result in an incomplete run. A 
major oversight, such as failure to procure a 
single part which is required for a high per- 



centage of the items in the run, will halt the 
entire job. 

a. In a shop where items being repaired are 
completely dismantled for replacement of all 
parts subject to wear or deterioration, supply 
determination presents no problem. Require- 
ments are computed by multiplying the quan- 
tity of each part requiring replacement in each 
assembly to be repaired by the total' number 
of assemblies in the run. Error fn computa- 
tion is the chief hazard here. 

h. When the need for parts replacement is 
determined by inspection on the line, the supply 
problem becomes more complex. If a fairly 
large number of like items are to be repaired, 
parts requirements may be estimated by in- 
specting a percentage of the total quantity. 
When this method is used, care must be exer- 
cised to assure that the sampling is representa- 
tive of the whole. Any valid random sampling 
technique may be employed to select the items 
to be inspected. The probability of error de- 
creases as the total number of items in the run 
and the percentage inspected increases. If the 
same type of item has been previously repaired 
in the shop, experience gained in the earlier 
runs can be used to determine requirements. 

c. In a shop which processes a considerable 
variety of items in relatively short runs, it may 
be impractical to order parts for each job. 
This situation is most likely to occur when a 
number of small shops operate under a central 
control agency, and job scheduling is deter- 
mined by the urgency of the need for specific 
types of items rather than reparable quantities 
accumulated. Under these circumstances, it 
may be necessary to maintain representative 
stocks of parts required to repair the types of 
items for which each shop is responsible. If 
recurrence of runs on various types is con- 
sistent enough, it may be possible to use only 
the stock leveling procedures described in AR 
711-16 to establish appropriate stock levels. 
In every case, however, the additional expedi- 
ents described in paragraph 22 below, should 
be considered. 

22. Records 

In addition to the conventional stock records 
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ASSEMBLY 



PART 


HUN NO-- 
(.-ASSYS) 
QTY 


AVERAGE 
PER — 


HUN NO-- 
(— ASSYS) 
QTY 


^ 

AVERAGE 
PER -- 


RUN NO -- 
(—ASSYS) 
QTY 


AVERAGE 
PER -- 

















NOTE: Averages should be computed on completion o£ ea.ch run. 

Figure i4. Supply expenditure data sheet. 
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prescribed in AR 711-16, certain auxiliary 
records are desirable in a production line shop. 
Supply expenditure experience gained in each 
production run should be preserved for future 
use. A card of the type illustrated in figure 44 
offers a convenient means of recording such 
data. It may also be desirable to devise an 
extra insert to the standard stock record card 
to indicate the items in which the part is used 
and the average expenditure per quantity re- 
paired. (12 per 100, etc.) Many such ex- 
pedients are possible. Their effectiveness 
depends on the ingenuity of the supervisors 
who design them and the care expended by the 
personnel who maintain them. 

23. Suppl/ Operations 

The shop supply crew which serves the lines 

is as much a part of the production operation 
as the mechanics at the stations. Supply 
service in the shop must be planned to satisfy 
the peculiar requirements of each type opera- 
tion when the shop layout is originally created. 
Adjustments must be made as experience indi- 
cates, and when the shop plan is altered. The 
principles of division of labor to simplify 
individual tasks and reduce waste motion apply 
to the relationships between mechanical func- 
tions on the line and the supply functions which 
support them. Distances which mechanics 
must move to pick up reparable assemblies, 
dispose of repaired assemblies, and obtain 
parts must be reduced to the minimum. The 
following general rules must be applied in the 
type operation described in this appendix: 



a. Specifically designated supply personnel 
will deliver reparable items to bins or pallets 
placed beside the various stations on the line. 
Other supply personnel will pick up repaired 
items from the adjacent bins or pallets re- 
served for completed items. Careful tallies will 
be kept of deliveries of assemblies to the line 
for repair, and deliveries of repaired assem- 
blies to storage or shipping locations. This 
information will be turned in to the stock con- 
trol section for posting of records. 

b. Parts stocks in bins placed beside the line 
will be replenished as required by supply han- 
dlers assigned to that duty. The workload of 
each individual will be so adjusted that bins 
may be checked frequently enough to prevent 
out-of-stock conditions. Each delivery of 
parts to a bin will be recorded on the tag 
attached to the bin. At the time each replen- 
ishment is made, the stock remaining in the bin 
will be counted. The total of remaining 
quantity and the quantity placed in the bin 
will be entered on the bin card. Quantity ex- 
pended since the last visit will be recorded and 
that information delivered to the stock control 
system, 

c. In order that the line may be inactive for 
the shortest possible period between completion 
of one run and the start of another, sufficient 
storage space should be provided beside the 
line to permit "stocking up" for the next run 
while stocks for the current run are being 
phased out. This is particularly important 
when the duration of the average job orders 
accomplished in the shop is limited to a few 
days. 
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Planning 

Rear area security and damage control 

Responsibility 

Security and intelligence, communications 

Service detachments, ordnance, specialized 



6d, 10c, 34c,' 


5, 8, 


2/ of app. II 


22, 64 


lOe 


g 


30 


21 


14 of app. IV 


78 


app. VII 


94 


app. VI 


90 


3 of app. VII 


94 


35 


24 


app. VI 


90 


app. VI 


90 


;i) of app. IV 


71 


i(3) of app. V 


84 


36 of app. VI 


12,91 


SO 




llc(l) (c) 


g 


g2d 


56 


80 


65 


80 


55 


82 


56 


81 


55 


79 


55 


83 


56 


84 


57 


10c 


8 












AA. 


f AC 


K1 




40 


63 


44 


65, 66 


46, 46 


62a 


43 


72c 


51 


3 of app. II ; 


69 


table III 




4a 


3 


10c(2) 


8 


7 of app. VII 


96 



Service life, ordnance items ; 

Service section, collecting point company 

Shelters for production line operations 

Shop: 

Officer (See Control officer) 

Operation and layout, production line 11-19 of app. VII 98 

Records and reports 216 (2) ; app. IV; 16,71, 

22 of app. VII 108 

Supply 20-23 of app. VII 108 

Signal centers , 72a (2), 6 50 
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Signal Corps communications 

Signal operating instructions (SOI) 

. Site selection 

Small arms, inspection forms for 

SOI (See Signal operating instructions) 
SOP's (See Standing operating procedures) 

Special precautions, safety 

Specialization : 

Organizational 

Worker 

Specialized service detachments, ordnance 

Spot check or quarterly maintenance forms: 

Armament and fire control equipment 

Tracked vehicles — tracked trailers 

Wheeled vehicles — wheeled trailers 

SSI (See Standing signal instructions) 

Standards, repair 

Standby items 

Standing operating procedures (SOP's) 

Standing signal instructions (SSI) 

Steering gear and driveshaft repair section 

Stock Accounting Record, DA Form 1296 

Stock control 

Class II guided missile items 

Field army 

Theater administrative zone 

Stock control detachment, ordnance 

Stock control section 

Stock records, auxiliary (production line) 

Stockage lists 

Storage officer, collecting point company 

Summary of operations (use of and sample) 

Supplies, control 

Supply (See also Shop supply and unit supply) 

Demands and requirements 

Depot support (See Depot support supply) 

Fringe items 

General support (See General support supply) 

Guided missile materiel 

Management 

Personnel (See also Supply officers) 

System, ordnance 

Technical 

Supply depot company, ordnance 

Supply expenditure data sheet 

Supply flow: 

Class II items 

Nonexplosive guided missile repair parts 

Supply officers : 

Battalion headquarters 

Evacuation unit 

Group headquarters 

Maintenance unit 

Specialization 

Supply unit 

Switchboard operator, duties and responsibilities 

Tactical operations 

Task assignments, general support units 



Parasnrapha Pasa« 

72 50 

69 49 

65, 56 40 

13 of app. IV 78 



84 57 

6 5 

9; app. VIII 7,94 

3 of app. II; table III 69 

12 of app. IV 78 

11 of app. IV 78 

10 of app. IV 78 

3 of app. VII 94 

28a 20 

48 37 

69 49 

18 of app. VII 106 

3o(4) of app. IV 74 

29, 30 20, 21 

39c (2) 30 

29a 20 

296 20 

2Bd 19 

llc(2) 9 

22 of app. VII 108 

28 20 

10c(2)(d) 9 

5 of app. IV 74 

29, 30 20, 21 

3, 23-30 2, 18 

26 19 

27c, 28c 20 

39 28 

28-30 20 

106, d, 8, 9. 

46c 37 

23 18 

18 14 

106(1), 25a; 8,19, 

2k of app. II 67 

22 of app. VII 108 

27 20 
396(1) 30 

llc(2) 9 

10c<l> 8 

12c 10 

lOa(l) 8 

9o(2) 7 

106(1) 8 

70e SO 

42a, 52-66 35, 39 

53 39 
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ParftKrapHs Pages 

IS, companies, and detachments, general and depot support {See also specific 6; app. II g, 61 
unit). 

Technical assistance, general support maintenance units 19 15 

Technical supply 18 14 

Telephone communications (See communications) 

Theater, typical organization of ordnance units 6 5 

Theater central inventory control point 296 21 

Theater ordnance officer 296 21 

Tire rebuild company, ordnance 66(2) (d), 17; 6, 

2t of app. II 66 

Title Insert, DA Form 1297 3a(2) of app. IV 71 

Tracked Vehicles — Tracked Trailers, Quarterly Maintenance or Spot Check for, 11 of app. IV 78 
DA Form 462. 

Training 73-78 53 

Assistance 78 64 

Conferences 74d 53 

Instructor 75 63 

Methods 74 53 

Objectives 73a 63 

Officer 76 53 

On-the-job 74c 63 

Programs 77 64 

Responsibility 736 63 

Unit 746 53 

Transfer case reconditioning 14 of app. VII 101 

Transmission reconditioning 14 of app. VII 101 

Troop bivouacs 57c 42 

Tub file 26 of app. V 86 

Unit supply ^ 46 36 

Unsatisfactory Equipment Report, DA Form 468 7 of app. IV 74 

Unserviceable materiel 14 12 

Evacuation 35c 24 

Inspection 35d 24 

Limited reconditioning 26(3) 2 

Reclamation 366 24 

Repair 36a 24 

Variable repair time limits system 146, 2c of 12, 87, 

app. V; app. VI 90 

Welding shop, body repair shop production line 17o of app. VII 104 

' Wheeled Vehicles — Wheeled Trailers, Quarterly Maintenance or Spot Check for, 10 of app. IV 78 
DA Form 461. 
Wire communications (See communications) 

Wireman, duties and responsibilities 70c SO 

Work Request and Job Order, DA Form 811 2 of app. IV 71 

Worker specialization 1 of app. VII 94 

Workload management apps. V, VI 84, 90 
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[AG 322 (11 Aug 59)] 

By Order of Wither M. Brucker, Secretary of the Army : 



Official : 

R. V. LEE, 
Major General, United States Army, 
The Adjutant General. 



L. L. LEMNITZER, 

General, United States Army, 
Chief of Staff. 



Distribution : 

Active Army: 
DCSPER (3) 
ACSI (1) 
DCSOPS (3) 
DCSLOG (5) 
TAG (3) 
TJAG (3) 

Def Atomic Spt Agcy (10) 
Tech Stf, DA (3) except 

CofOrd (50) 
Tech Stf Bd (3) except 

USA Ord Bd (10) 
USA Maint Bd (2) 
USCONARC <5) 
US ARADCOM (3) 
US ARADCOM Rgn (3) 
OS Maj Comd (10) 
OS Base Comd (10) 
Log Comd (5) 
USA Ord Tng Comd (25) 
USA Msl Comd (5) 
MDW (2) 

Armies (10) except 

First US Army (12) 
Corps (5) 
Div (2) 
Bde (1) 

Regt/Gp/bg (1) except 
Ord Gp (5) 



Ord Bn (4) 

Ord Co (2) except TOE: 9-9, 9-57, 9-137, 

9-167, 9-197, 9-227, 9-347, 9-358, 9-367 (E) 
AFSC (10) 
USACGSC (10) 

USAARMS (10) 

NG: State AG (3); units — same as Active Army except allowance is one copy to each unit. 
USAR: Same as Active Army except allowance is one copy to each unit. 
For explanation of abbreviations used see AR 320-60. 



USAAMS (20) 

USACMLSCH (150) 

USAES (20) 

USAIS (35) 

USA Ord Sch (1600) 

USASIS (5) 

USAOGMS (75) 

USAPMGSCH (20) 

USA Eng-Ord Sch, Europe (29) 

USATSCH (10) 

USA QM Sch (10) 

PMST (3) 

GENDEP (3) 

Ord Dep (5) 

Ord Sup Sec GENDEP (5) 
Ord Proc Dist (2) 
Ord PG (10) 
Ord Arsenals (5) 
Trans Terminal Comd (3) 
Army Terminals (3) 
Potts of Emb (OS) (3) 
OS Sup Agcy (2) 
Ord Msl Comd (10) 
Ord Ammo Comd (5) 
Ord Tk Autmv Comd (15) 
Ord WpnsComd (5) 
USA AD Cen (5) 
Mil Dist (5) 
USA Corps (Res) (5) 
Sector Comd, USA Corps (Res) (5) 
Units org under fol TOE: 
9-500 (2) 
9-510 (2) 
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